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1555. IR John Dethicke. 
1872. Archbiſhop Parker. 
1589. Sir Robert Cotton. 

Sir John Dodderidge. 
Sir James Lee. 
Arxchbiſhop Whitgift. 

1590. Serjeant Fleetwood. 

Arthur Agarde. 

Lancelot Andrews. 

Robert Beale. 

B 1719, 
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John Chichley, Eſq; Middle Temple, 


THE SOCIETY OF ANTIQUARIES. » 


William Stukeley, M. D. ſecretary, 
John Talman, Gray's-Inn *, 

Edward Alexander, Doctors Commons, 
Roger Gale, Gent. F. R. S. 1 
Samuel Gale, Efq; | 


1 


Henry Hare, of Docking, Norfolk, "* 


2717. Peter Le Neve, Norroy, F. R. S. 
| 


elected March, 1718. 
John Hare, Richmond Herald, died May | 
13, 1720. 1 | 
George Holmes, Eſq; deputy keeper of | 
the Tower records, | | 


James Mickleton, Eſqz Gray's-Inn 3 died | 


|; 


* 


Nov. 23, 1719. | 
William Becket, Surgeon, HattonGarden, | 


5 


Wrotteſley, 
William Pavey, Gent. Clement's-Inn, 


: 
Y 


* 


Humphrey Wanley, librarian to Lord 
Oxford. 
Robert Saunderſon, Eſq; at the Rolls, 
William Nicholas, Eſq; ſtore-keeper of 
the Tower, „ 
Maurice Johnſon, Eſq; Inner-Temple; 
died Feb. I, 1755, | 
Samuel Knight, D. D. prebendary of 
George Vertue, engraver, Brownlow- 
ſtreet, Drury-lane, 5 | 
Brown Willis, Eſq; LL. D. April 1718. 
Robert Stephens, Eſq; | 


Theſe 22 names, with that 
of Dr. Harwood (whoſe name 
occurs again in p. 3, as ad- 


mitted June 24, 1719), are 
entered in the minute - book as 


founders of the Society, July, 
1717. | 


; + His effects were ſold by auction, I preſume, ſoon after his death; and April 19, 
1727, George Vertue was commiſſioned to purchaſe prints and drawings there for the 
uſe of the Society, and laid out C. 9. 97. 6d. ; which was repaid him April 26, 1727. 
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1,717. Robert Dobyns, Eſq; of Eaſtbach, co. Hereford. a 
1718. Thomas Serjeant, Eſq; of the Tower, | March, 
Brampton Gourdon, Eſq; of Letton, Norfolk, mar | 
John Johnſon, Eſq; of the Inner Temple wat. 
Joſeph Hall, Eſq; Nov. 1718, expelled for blaſphemy, F Feb. 28, 
1719-20. | 
William Moore, A. M. Dyfynog, Brecknockſhire, Nov. 
Adlard Squier Stukeley, Gent. Holbech, Feb.; withdrew on 
going into the country 1721. 
John White, Trinity College, Oxford, A. N. 
Gilbert Spearman, Durham, 
Lewis Stucley, Eſq; Middle Temple, Feb. 
James Hill, gent. Middle Temple, F. R. S. 
Laurence Echard, A. M. archdeacon of Stow, Lowt. 
Louis de la Haye, gent. 
Dr. Brooks, of Leadenhall-ſtreet. 
Robert Goſling, bookſeller, Feb. 1718. | 
Knightley Chetwode, D. D. dean of Olouceſter, March 
Joſeph Banks, jun. Eſq; Lincoln “ Ma 6. 
Robert Keck, Eſq; of the Temple 10 * 
John Harwood, LL. D. F. R. S. 7, OG 
John Bridges, Eſq; Lincoln's. Inn; died March 16, nne 


1723-4. 17 18. 
Sir Philip Sydenham, July 1, Brimpton, Somerſetſhire, 
Mr. John Hardy, of Nottingham, een 
Mr. Humphrey Thayer, Greyhound, Fleet - ſtreet, : * 


Robert Stephens, Eſq; Middle Temple, Sept. 20. 
Mr. William Dawſon, of the Middle Temple, Dee. 16. 
Mr. James Joye, Duke ſtreet, Dee. 2 3. 


— 


* His election is recorded in the minutes. | = " 2 2495517 
7 OM * dlection i is the ſecond that Lenka ne in the minutes. 
br mths Thomas 
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Thomas Warkhouſe, Eſq; Lincoln's-Inn. 
Thomas Rawlinſon, Eſq; F. R. S. Gray's-Inn. 
Thomas Tanner, D. D. chancellor of Norwich. 
| Richard Middleton Maſſey, M. D. F. R. S. Wiſbech. 
17 19. Peregrine. Bertie, Eſq; Middle Temple. | 
John Kirkpatrick, merchant of Norwich, Feb. 18, 
Alexander Geekie, ſurgeon, April. 
Thomas L'Eſtrange, Eſq; of Humſtanton, Norfolk * P ri 
17 20. Owen Brigſtock, Eſq; F. R. S. Caermarthen, Jan. 6. 
Dr. Wilkins, librarian and chaplain to the n 
of Canterbury, t 
Mr. John Warburton, F. R. S. Somerſet herald, Bedale, s. 
North Riding of Yorkſhire, . \ ff 


Charles Howſon, Eſq; Holbech, | 
John Cumyns, LL. D. profeſſor of civil law, Greſham Jan. 27. 
college, ö 
Martin Folkes, F. R. S. red. * | 
Thomas Martyn, Gent. Thetford, 4 
Edmund Prideaux, Eſq; Norwich, April 13. 
Rev. Humphry Folkes, D. D. of Denbighſhire, May's 17. 
Henry Johnſon, Carthagena ? , þ 1 
Joſeph Sparkes, M. A. Peterborough, Ho 
Edmund Halley, LL. D. Nov. 30, R. 8. ſecret. Greenwich. 
Allen Cooper, A. M. Dec. 14. | 
F721, Mr. Ainſworth, Walthamſtow, Jan. 13. 

Mr. Thomas Bryan, Cuſtom Houſe, Jan. 18. 
White Kennet, lord-biſhop of Peterborough, elected Feb. I, 
Mr. George Holmes, jun. Ordnance OO; Fe b 

4 Lord Harold, Wreſt, | jFe 2 


Recommended by Mr. M. Johnſon. In 1730, he communicated an account of 
the body of a pigmy found in Peru with 400,000 dollars from — where he | 


was in the ſervice of the Scots. 
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Charles Mordaunt, Eſq; little „ Norfolk, 
afterwards Sir Charles, 
Mr. George Hayes, Gent. 
172 3. Mr. John Ecton, Middle Temple, March 29. 
Sir Robert Abdy, Bart. of Albins, Eſſex, 
© "Eliſha Smith, M. A. vicar of Wiſbech, 
Slater Thomas Bacon, Eſq; Nov. 29. 
Mr. Richard Witherſton, Inner Temple, Dec. 7. 
Savile Cuſt, Eſq; Feb. 19. 
Mr. John Lynton, Neweaſtle· court, June 27; died 17253. 
Philip Jones, Eſq; Office of Arms, 
Dec. 5. 
1724. Rev. Allen Cooper, | 
Heneage, Earl of Winchelſea, died Sept. 30, 17 26, 
Earl of Hertford, 
Sir Robert Cornwall, 
Mr. Auditor Jeff, Feb. 17. 
Mr. Simeon Degg, afterwards M. D. F. R. S. Derby, J 
Sir James Thornhill, M. P. for Melcombe 1733; and in 
the preceding parliament voted for Heſſian troops. 
Mr. John Creyk, Dec. 4. 
Mr. Ainſworth *, 
Edmund ee Eſq; 0 nooks 
John Nicholas, Eſq; of Alcannings, Wilts, died 1738, 


Theophilus Leigh, Eſq; nephew to the Duke of Chandos * * 


Rev. Joſeph Solley, M. A. Chelſea, Jan. 29. 

Richard Boyle, Earl of: Burlington, Feb. 5. | 
Mr. Joſeph: Banks, fen. of Revelby, Lincolnſhire, Api 1. 
William Latin, Eſq; 8 i 2 

Andrew Motte, Eſq; P 


Robert Ainſworth, elected Jan. 1 , 1727 


r et BE. 


are. SaaS SEES OE ET ²— ng 


. PITI©R.,2, 2, - 


4 q * 1 
2252222 AD EE OS NO ONY PO, 


THE Of M or amn + 


1s Smart Lethienllier, Eſqʒ June 17; 
Robert Hicks, Eſq; Inner Temple, Nov. 2 5; left out by deſire, 1737. 


Signor Nicolo Haym, Dec. 9. 


Beauprè Bell, Eſq; of Beaupre-hall, Norfolk, and Trinity me. 


Cambridge, Jan. 18. 
dir Richard Manningham, Kant. Jan, 27. 


Captain William Lethieullier, Feb. 10. 
Alexander. Gordon, 


Edward Southwell, Eſa; | Jreb. ot fa 
Dr. Daniel Waterland, Magdalen e 


Wo 


Feb. 24» | 


JF ! 


Sw John Evelyn, Kat: «mad of John Evelyn, author 
of Sylva, Pomona, 

Edmund Chiſhull, 

Hugh Corry, Eſq; 

Richard Hoare, Fleet ftreet, , 

Francis Wilkinſon, .Eſq;: _ | 

John Clerk, Baron of the Exchequer: of Scotland, March 24. 

John Smibert, April 6, went to the Weſt Indies. 

John Horwood, Kencheſter. 


C o 


. 10. 


John Duke of Montague, April 28. 


Gaſpar: John Scheuhzer, M. D. 

John FHollings, M. D. 

Mr. James Anderſon, n 6. WI 

Sir Clement Cottrell, Dover ireet;. „% Ma 26. 
Haac Wood, St. John of Jeruſalem, . . 


Mr. Chriſtopher Wren, Haymarket, Jane 5 F 
Earl of Suſſex, July 224. q 0 


Grey Longueville, Bath King at Armg,.Queen Square 


Weſtminſter, | "(pay at 28. 
Colonel Horton, of New Bond ove; R 


Rev. Mr. la Motte, Great Ruffell: dert, Sept.. excuſed: for 
going to reſide in the country 1727. 


B 4. 1 Captain 
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Captain Arthur Edwards, of Golden Square, Nov. 17. ny 14 
Rev. John Morris, of St. Bartholomew's, Dec. . 
Henry Hare Lord Colrane, Dec. 88-3. 
| Dr. Chriftopher Hunter, Durham, Dec. 1 5. * Win e eee 
1726. Coulſon Fellows, Eſq; Feb. g. f e eee 


9 . - -- 


Nathaniel Booth, Eſq; of Gray's Inn 
Stephen Martin Leake, Eſq; of Mile End, * wc K 
Thomas Palmer, Eſq; of Somerſetſhire, April wh add anhand 
James Theobald, Eſq Belvidere, Lambethz' | -/ i 0 . 


George Lynn, jun. Eſq; of the Inner Temple, W 6 94 5 LL 0 
William Bogdani, Eſq; Clerk of the Office oe of Ortinance, 5 e 


» # 


James Weſt, of the Inner Temple, © Lana 
John Freeman, pee « wy ETON 4 
Captain Floyer, of Gray's Inn, © 7 PEE © (Mes 15 0 


1727. Thomas Bromſall, Eſq; of Blunſham, co. Bedford, Feb. 1114 L. 


1728. 
1729. 


1730. Mr. New, 


Samuel Burroughs, Maſter in Chancery, preſented his vook, 
The Legal Juriſdictions in Chancery,“ March 22. 910 

Thomas Davers, Eſq; of Ruſhbrook, Suffolk, Waben 129. 173044 

Richard Rawlinſon, LL. D. May 10. Ad on 11 FU oe 
Dr. Ferrari, May 1 7. IR; a Pye 40 | * 
Thomas Clarke, Eſq; of Spring Gm "a 3 dl. 5 11 
Mr. Munday, of the Middle Temple, 5 16. el lol, 
John Harper, Eſq; of the Middle Temple, Nov. 6. 2 
Glen, Eſq; Jan. 233 afterwards enen of Softh ach Garth 


"4 v 4 
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Rev. Mr. Primate, Tag, 12. eee erke A 
Eraſmus Philipps, M. P. for Haverfordweſt July 2 2. Mun 10 Ha 
Nicholas Hardinge, Eſq; Dec. 10oĩ III 


oY 


Robert Barker, M. D. Dec. 17. ble reed) JT 15 

1731. Henry Rolle, Eſg; M. P. for Devon; March 4. 92 or 010 3 
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1732. Sir Joſeph Ayloffe, was propoſed by Mr. Theobald, and had leave 
to be preſent Feb. 3; he was elected Feb. 10. 
Rev. Mr. Francis Peck, March q. | | 
Charles Frederick, Eſq; March 16. e 
Edward Harriſon, Eſq; of St. James's ale, FMarch 12 
William Hall, Eſq; of the Middle Temple, Se 
1733. William Draper, Eſq; of Adſcombe, near Croydon, Feb. 8. 
luo0ohn Cole, Eſq; Nov. 15. 
1734. Thomas Hammond *, Eſq; Feb, 7. 
Malachy Poſtlethwaite, Eſq; 
Dr. 8 Mortimer, , arch oh 
Alexander Stuart, M. D. F. R. S. Phyſician to 5 Queen, May 9: 
William Mytton, Eſq; May 16. 
John Palmer, Eſq; Nov. 28. 
Thomas Dingley, Eſq; Dec. 12. 
1735. Sir Thomas Robinſon, of Yorkſhire, Jan. 15, 
Walter Bowman, Eſq; Feb. 6 
Sir John Statham, of Derbyſhire &, * 
Jonathan Belchier, Eſq; * Foy 
Benjamin Pomfret, Eſq; Feb. 27. 
Francis Drake, of York, Gent. 
ohn Chandler, Eſc; | TEND | 
oa Maitland, Eſq; }March 13.7 7 
Samuel Tuffnell, Eſq; May 1. 
Dr. William Richardſon, prebendary of an June 19. 
Dr. Edward Vernon, rector of Bloomſbury, June 26. 
Profeſſor Celſius, Nov. 6; became the firſt honorary member, 
May 20, 1736. 
David Papillon, Eſq; | 
Daniel Mackercher, Eſq; Nov. 75" 


® Omitted for being in arrears 17 30. 
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Rev. Mr. Birch, Dec. 1 1. 
Rev. William Freeman, M. A. Dec. 18 ; died n 9, 1738. 
Sir Hugh Smithſon, Bart, Jan. 22; withdrew Jan, 17, 1740. 
John Ward, proſeſſor of rhetoric in Greſham College, 
Rev. N. Tindal, vicar of Much ann. . re- Feb. 5. 
ſigned June 26, 1740, 
John Sawbridge, Eſq; Feb. 26. 
Andrew Mitchell, of the Inner Temple, Eſq; March 25. 
Benjamin Radcliffe, Eſq; April 1. 
The Duke of Richmond, April 8. 
Zacharah Chambers, 
Patrick Forbes, M. D. omitted for * | 
William Northey, Eſq; died Nov. 1738, 
Marquis Maffei, honorary member, May 20. 
Signor Franciſco Algarotti, honorary member, May 27. 
George Lewis Scott, of the Middle Temple, June 3. 
Henry Dry, Eſq; July 1; died ſan. 1740. | 
Mr. William Bowyer, jun. July 7. | 
John Anſtis, jun. Garter King at Arms, July 21. 
Rev. Mr. Malcolme, Auguſt 1 2, 
John Cay, Eſq; Auguſt 19. 
Lord Percival, September 30. 
Chriſtopher Robinſon, of Lincoln's Inn, Eſq; October I4; going 
out of the kingdom, withdrew MAY 12, "Ou 37. ä 
Charles Compton, Eſq; Nov. 18. | SUL 
Harry Spencer, Eſq; Feb. 3. : : GEE 81 
James Anderfon, Eſq; 
Peter Sergeant, Eſq; jun. red. FAT 
Thomas Barret, Eſq; Feb. 24. 
Charles Dubois, 
Joſeph Ames, Efqz March 3. 
John Locker, Eſq; 1 
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Mr. Peter Collinſon, April 7. 

George Turnbull, LL. "F 1 

Robert Bankes, M. D. ann 

Sir Arthur Forbes, April 28. 

Rev. Dr. H. W. Guerdis, May 12, view Anderſon going beyond ſea. 

Moſt Rev. Monſignior Aﬀemani, archbiſhop 91 Apamea (Syria), 
honorary member, June 23. 

Mr. Peter Filenius, profeſſor of Oriental Languages at ee 
Sweden, honorary member, June 30. 

Andrew Coltee Ducarel, Eſq; September 22. 

Rev. Mr, Thomas Morell, of King's College, Cambridge, Oct. 20. 

1738. James Joy, of Weſtminſter, Eſq; Auguſt 10; re- elected in the 

rooin of the Rev. Mr. Freeman. 

Theodore Jacobſon, Eſq; vice William Northey, Eſq; 

John Carter, Eſq; of Bedford Row, vice Dr. Forbes, Nov. 23, 
omitted, | 

Chevalier Vittori, Dec. 13, honorary. - 

I 7 39. John Green, Eſq; 
185 To Petre, 1 „ 

Walter Hungerford, Eſq; Jan. 253; completed the 100. 

1740, Mr. John Nickolls, Jan. 17; vice Sir Hugh Smithſon, who 

withdrew. 

February 7,. on the death. of Henry Dry, Eſq; four candidates 
were balloted for; and the majority fell on William Hanbury, 
Eſq; of Northamptonſhire, who was elected February 14. 

Charles Lyttelton, Eſq; June 26; vice Tindal, J gone to live out 

Lord Viſcount Tyrconnel, Dec. 18; POLES} of town. 

1741. Dr. Hartley, | 

Mr. Joſhua: Blew, of the Temple, TW 15 1. 

Mr. Henry Baker, 

Daniel Wray, PL an. 29. | 1 | 
VVV 2 5 85 William 


* 


1541. 
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William Buſby, Eſq; Febrnary 12. 
James Burrow, 'Eſq; April 2. 
Rev. George North, Auguſt 27 vice Alexander Gordon. 


- 7 


Andrew Laurence, Eſq; October 22; vice Beaupre Bell, deceaſedy 


Captain Frederick Lewis Norden, Nov. 26; honorary member. 


Dr. Poceck, Joe REP? Or James Joye, Eſq; and Henry | Walter : 
Dr. Milles, Guerdis, both deceaſed. 1 8 
Captain Robert Bootle, Auguſt 8 e 
John Kettel, Eſq; Windſor Herald, December 2. 8 
Mr. Peter Thompſon, merchant, April 28. 


Sir Thomas Robinſon, governor of Barbadoes, honorary. member. 125 | 


Honourable Thomas Lennard Barret, May 1 2. 

Mr. Allan Ramſay, November 10. ; | 

Captain Davers, being abroad in eee ſervice, an  hono- 
rary member, Nov, 17. | 

Mr. Drake, of York, on payment of arrears, honorary member, 
Nov. 17, 1755. He remonſtrated againſt the terms of 
admiſſion, and claimed exemption from it, with other privi- 
leges; which being refuſed, he withdrew his name. 

Colonel Sotheby, December 8, 


Philip Henry Warburton, Eſq; December 1 5. 


Philip Viſcount Royſton, January 19. 

George Shelvocke, Eſq; ſecretary to the Poſt Office, Ney 2. 

William Cowper, Eſq; of Cheſter, Auguſt 2. ; 

ſohn Eardley Wilmot, Eſq; barriſter, May 16. 

Edward Umfreville, Eſq: July 18; vice Edmund Prideaux, Eſa: 
of Padſtow, who died June 25, 1745- 


Thomas Edwards, Eſq; October 24; vice Dr. Barker, deceaſed. 
William Strahan, barriſter of Lincoln's Inn, Eſq; nn 163 


vice John Nickolls, who died January I Is | 
Rev. Mr. John Lawrie, December 4; vice Dr. Banks, abifed. 
Peter Daval, Eſq; December 11; vide Admiral Davers, deceaſed. 
; 7 2 | ; f 6 Mr. | 6 


1748. ; ; : Ae Jan. 14 
Benjamin Prideaux, vice Lord Percival in arrears, . 


\ Eraſmus Earle, April 28; vice Robert Dingley, ere 


Charles Joy, Eſq; of the Inner Temple, | | 


Edmund Sawyer, of Lincoln's Inn, Eſq; and Maſter in 
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1746. Mr. John Booth, Dec. 18 ; vice Dr. Knight, deceaſed, ' } 


1747- Philip Carteret Webb, Eſq vice William Mytton, 1 # Wt; 
ceaſed, 


Mr. Marſh Dickenſon, | Nov. as. 
Rev. Mr. William Cole, fellow of King's College, | 
Cambridge, vice Pomfret, arrears and abroad, 


Charles Chauncy, M. D. vice Edward Legg, Eſq; 


Henry Rooke, Eſq; of the Rolls, May 26. 


Samuel Reynardſon, Eſq; Oct. 13; vice Sir Robert Abdy, deceaſed, 


Richard Lord Fitzwilliam, Feb. 23. 
Rev. Samuel Squire, M. A. Archdeacon of Bath, 1 


John Hill, Eſq; late commiſſioner of cuſtoms, and now | 
member for Higham Ferrars, = 

Richard Walwin, Eſq; | 

Samuel Vere, Eſq; Keeper of the Records of the Mar. 2. 
Dutchy of Lancaſter Office, 

Mr. Joſiah Colebrooke, of Budge Row, 

Mr. William Townſhend, of the Inner Temple, | 

John Lock, Eſq; of Surrey Street, 88 

Rev. Mr. Francis Blomefield, | 

Hon. Heneage Legge, ſon of Lord Dartmouth, and; 
- baron of the Exchequer, 

Mr. Guſtavus Brander, of Hayden Square, Minories, 


Chancery, re-choſen after diſcontinuance by his em- Mar. . 
ployments, 
Dr. John Taylor, of St. John's College, Cambridge, | 
Sir Thomas Robinſon, : Bart. governor of Barbadoes, | 
reinſtated on Paying admiſſion fine, 5 


GC | Lord 


1749. 


Francis Wollaſton, Eſq; of Charter- houſe Square, F. R. S. 


1750. 
Samuel Berkley, Eſq; of Gray's Inn, 


Mr. Thomas Wilſon, of Leeds, formerly an eminent 


CHRONOLOGICAL LIST OF 
Lord Willoughby of Parham, 


Rev. Mr. Andrew Giffard, of Queen's 6 


James Parſons, of Red Lion Square, M. D. F. R. S. 
Mr. William Hocker, formerly librarian to Dr. Mead, 
and nov appointed to * Mr. ane at the 


* 
Tower, 5 
B 


Mar, 16. 


Francis Wiſe, late fellow. of Trinity nn W 
and keeper of the archives, 

Mr. Philip Smith, of Alderſgate-ftreet, 

Mr. Walter Johnſon, ſon of Maurice Johnſon, 

Samuel Mead, Eſq; commiſſioner of cuſtoms, 


April 6. | \ 


} apr. 20. 


Henry Reade, Eſq; A. M. fellow of Queen's College, Cambridge, 
F. R. S. Oct. 19. 

Rev. Edward Lye, A. M. Jan. II; ; vice William Nicholas, Eſa; 
decealed. 

Colonel Thomas Cockayne. | 

Mr. Henry Chear, of nag Wa 19. 

William Mitford, Eſq; F. R. S. July 26. | 

Rev. Mr. Samuel Pegge, of Kent, 5 [ 

bookſeller there, ren 

Nicholas Robinſon, M. D. phy ſician to Chriſt's Hoſpital, 

Godolphin Edwards, of Shrewſbury, Eſq; April 25; vice War- 

burton, reſigned. | 


James Burrow, Eſq; of the Inner Temple, and F. R. S. Oct. 10. 


Edward Rowe Mores, Eſq; of Kent, Gentleman Com- 
moner bf Queen's College, Oxford, E 
Thomas Welt, Eſq; of Deptford, FR. Jan. 16. 
Rev. Mr. Jqhn Smith, ſenior fellow of Caius College, 0 
Sir Robert Cornwall, re-admutted on \ Paying arrears, May 2. | 
7 | | Adam 


8 
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1752. Adam Martin, Eſq; of the Inner Temple, and of an 
antient family in Somerſetſhire ; : vice Sam. Vere, dec. 
John Pettingal, M. A. 
Philip Barton, LL. D. Gen of Chriſt Church, | 
Mr. John Nourſe, fellow of All Souls, | Jan. 16. 
William Eyre, Eſq; ; 1 
John Bacon, Eſq; of Chriſt Church bee Oxford, 
Emanuel Mendez da Coſta, 
James Forſter, Eſq; of Gray's "Os } 
Mr. Angel Carmey, He: 
William Briſtow, Eſq; Jan. 2 3. 
Henry Banks, Eſq; _ 
George Earl of Macclefield, , {> 
Richard Roderick, Eſq; 
Robert Weſton, Eſq; Feb. 6. 
Mr. Arthur Pond, 
William Brakenridge, D. D. 
Lord Willoughby, | 
Charles Marquis of Rockingham, 
Edward Hody, M. D. | 
Charles Clarke, Eſq; ; 
Mr. William Southoule, : my: 39 
Mr. George Edwards, 
Mr. Richard Speed, | 
Mr. Charles Rogers, * 
Canon Venuti, honorary, Feb. 20. ö 
Henry Emmett, Eſq; of Bexley, Kent, March 12. 
William -Wood, A. M. late fellow of Queen's College, d 
Oxford, rector of Nighton, in the Iſle of Wight, 9 
Robert Lord Biſhop of Clogher, | 
Robert Maſters, n .of - Kargus Shriſti College, > May 14. 
Cambridge, 
William Thompſon, A. M. fellow of Queen $ College, 
: 76 Oxford, | all 
0 . 3 Thomas 


| 


wn, 


he 
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1752. Thomas Fludyer, Eſq; May 28. 8 n entre DE ee! 
Ralph Schomberg, M. P. of Tarmouch, Norfolk, Joly: 16. 
Lyde Browne, Eſq; of Foſter Lane, April 53; ee 1772. 


| N Mr. Robert Lumley Kingſton, of Dorcheſter, 1 
1 1753. John Sigiſmund Tanner, Eſq; chief engraver to x: of 
| | Mint, f Apr. 19. 
Hon. Horace Walpole, Uſher of the Exchequer, | \ | | 


Edward Ironſide, Eſq; alderman of London, BEN 195 not ad- 
mitted; died mayor Nov. 27. (1 
Camillo Paderni, honorary, March 22. 
John Earl of Clanrickard, May 10. 
George Colebrooke, Eſq; negatived May 24 (ſee uiiter 1766. 0 | 
Francis Cooper, Eſq; of a weak Street, withdrawn by his 
deſire. 
Don Damaro de Latré, member of the Royal Society at Were 
July 19. 
Philip Harcourt, of the Inner Temple, barriſter, Nov. 22. 
1754. James Barnard, Eſq; of Sun Court, Cornhill, Feb. 7. 
William Price, Eſq; of Rulas in Merionethſhire, March 217. 
Jeremiah Bentham, Eſq; of Barking, Eſſex, March 28. 
William Burrel, Eſq; of St. John's College, Jags, f . | 


Rev. Gregory Sharpe, LL. D. from Cambridge, of St 
James's, Weſtminſter, April 4. 
Rev. William Norris, M. A. of N College, of | 
: St, Mary le Strand, r 
Dr. Stukeley, an honorary member detber incorporation, but 
omitted in the charter, was elected and admitted Nov. 7 
Thomas Pennant, of Downing, Flintſhire, Eſq; Nov. 17. 
Edward Wilſon, Eſq; of the Inner Temple, ſon of Sir ne 
Wilſon, Bart. of Suſſex, Feb. 20. a 
Nathaniel Hillier, of London, merchant, April een 
Rev. 9 Menne . A. — of e e Camb. Inde 8. 
e | 19955 3 


6 


1753. 


1756. 


Mr. Francis Drake, | 
James Lord Viſcount Charkinans, | 


Charles Lowth, of Pater Noſter Row, 
John Upton; Eſq; of Lincoln's Inn, 
Thomas Meech, M. D. of Dorcheſter, March 1 8. 


| Richard Frank, of Pontetradt, Eſq; May 6. 
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Edward Jacob, Eſq; mayor of Faverſham... 
James Thornhaugh (ſince named Hewitt) of Shireoaks, } 
Nottinghamſhire, M. p. for Wat county, F vali 


Ott. Ant. Bayardi, of Hrs wag author of Antichita de} 
Ercolano, | | 
Father Giuſeppi Maria Pho tie of two volumes J 12 cb 

of Antichite Siciliane ſpiegate, | 
Francis Cooper, of Baſinghall-ſtreet, Eſq; * 
Humphry Bellamy, Eſq; of Red Lion Square, | 
Mark Cephas Tutet, Eſq; of Clerkenwell, June26. 
Abbe Barthelemy, keeper of the French King's medals 


and member of the Academie des Inſcriptions, 
Richard Mead, Eſq; ſon of the late Doctor, Nov. 6. 
Laurence Natter, of Bibrach, in Suabia, engraver of) 


* 


gems, and member of the Etruſcan Academy at Cor- 


tona, author of the © Treatiſe on the Antient Method Nov $6 
of Engraving Stones compared with the Moderns,” ! 8 


John Thorpe, Eſq; M. A. 
Philip Morant, M. A. 


Benjamin Clarke, Eſq. of guten, e | 


John Wickham, Eſq; of Sherborn, Derek, Dec. 18. 


William Tothall, of Dover, 
Robert Neſbit, M. D. Jan. 8. 


pred. 26 26. 


Don Franciſco Valetta, of Naples, member of the Academy in- 
W for ben er the antiquities of «propa April 8. 


1 


Rev. 


1757. 


Rev. Samuel Chandler, D. D. 
Thomas Hayward, Eſq; of Hungerford, June 24. 


SGiovane de Moncada, Prince of Monforte, 


CHRONDOT.OGIOAT LI s Or 


Rev. Mr. John Hodgſon) B. A. of Oueen's College, n May 27. 


Charles Julius Bertram, of Copenhagen IF Juner7.. 


D. Salyatore Ettore, of Girgente, Sicily, Jn of — and of 
S. Maria di Grigia, Nov. 25. 


Thomas Jenkins, ſtudent in painting at nene re b. 1 
Francis Grofe, Eſq; Richmond Herald, 7: 
- Thomas Brand, (ſince named Hollis) of The Hide, 


Eſſex, Mar. 31. 
Thomas Jones, of the Tellers office, Exchequer, | 


Aug. Bracci, of Florence, author of a work, in 3 vols. 


4to. „The Antient and Modern Engravings in Gems, 
with Prints of thoſe with Names of Greek Artiſts, 1 7. 
and other Gems,“ & c. 


Giovani Battiſta Piraneſi, I 


Signior Ignatio Hugford, of Florence, a painter, of Englim pa- 


rents, May 5. 
Dr. Thomas Hunt, profeſſor of Hebrew and Arabic, Oxford, 
June 16. N 
Matthew Duane, Eſq; of Lincoln's OY | 
June, 30. 
Charles Morton, M. D. F. R. S. Nov. 24. — 
Thomas Hollis, Eſq; of Lincoln's Inn, F. R. S. Dec. 22. 


— 


1758. II Cavaliero Paola Coli a Genoeſe Patrician, F. R. S. Jan. 125 | 


* 


D. Vito d'Amico, * 'of the BenediQines atiCatanea, 


Richard Wilſon, Paihter/Feb. 16. 


honorary. 1 
Rodolph de Valtravers, of Vevay, Switzerland, F. R. 8. 
Mr. Edward Brent, of Horfley Down, Southwark, 
Robert Lane, of Bramham, vr mage Efq' Feb. . 


Stephen Beckingham, Eſq; of Bimopfbour "Y Kent, I April 6. 


5 Mr. 


Jaw. an. 19. N 
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77 58. Mr. Joſeph Winder, of Coleman Street, | 
John Marfih, of Venice, Doctor of Philoſophy and June x 
Phyſic in the Univerſity of Padua, and F. R. S. 5 
Rev. Samuel Schmidt, principal of the College of IK; 
Frederick Halſey, of Great Gaddeſden, Herts, Eſq; Nor | 
Charles Whitworth, Eſq; of Leyborne, Kent, Eſq; 9* 
Mr. James Stuart, of Grofvenor Street, F. R. S. Painter 
and Architect, | : 
Frederic Samuel Schmidt, fon of the former, ' 
Abbaté Philip Venuti, provoſt of Leghorn, member Dec. 7. 
of the Academy of Inſcriptions, and of that of Arts 
and Sciences at Bourdeaux, author of a Diſſertation 
on Anglo-Gaſcoin coins, &c. | 
Mark Foſcarini, a noble Venetian, knight of the Fr A ſtole, 
procurator of St. Mark, hiſtoriographer of Venice, one of the 
. reformators of the univerſity of Padua, and ambaſſador ex- 
traordinary to Rome, and author of Litteratura Veneziana,“ 
folio, Dec. 21. 
179. Francis Anneſley, of Dover Street, Eſq; one of the heirs general 
of Sir Robert Cotton, Feb. 1. 7 7 7 
Henry Hill, Eſq; Windſor Herald, Feb. 8. | 
John Watſon, M. A. miniſter of Ripponden,. York, Feb. 1 8. 
William Pollard, Eſq; March 1. 
Rev. George Dixon, D. D. fellows of 0 s College, Oxford, 
Rev. Bolton Simpton, M. A } March 8. 
Samuel Wedderburne, Eſq; of Lincoln's Inn, counſellor, March: 
153; never paid admiſſion fee, or attended, and was therefore 
left out. 
John Burton, M. D. of ork, author of Monaſticon Ebonddente, * 
May 17. 
1760. gir Harry * bart. Jan. 24. 


Giov.. 


16 


1760. 


Ebenezer Muſſel, Eſq; of Bethnal Green, 
1761. 


Philip Muſell Stoſch, of Berlin, REO: and heir of, 


9 


*GIERO.MO L:0/GA.CAL LIST OF -: ! -: 


Giov. Pietro Lucatelli, a Milaneſe; Marquis of Ripalta, neal 
of the Pope's. chamber, and principal intendant of w_ Mu- 
ſeum Capitolinum. TIER HAT REF 4644 | 

Giov. Bottari, a Tuſcan Fr yh NY hs ati © {ef 

Thomas Tyndall, Eſqꝗ; of Doctors W Feb, & 2 

Alexio Symmacho Mazzochi, an eccleſiaſtic, 00 es 28. 

Rev. William Dejovas Byrch, M. A. of Canterbury, N 

Thomas Percival, Eſq; of Royton, Lancaſhire, June 12. 

Edward Stanley, Eſq; of Rathbone Place, ov. 20. | 


Martin Panzano, F. R. Academies of Hiſtory at Madrid, Seville, 
and Barcelona, author of De Hiſpanorum Literatura,“ Jan. 1 5. 

TORN Cunningham, Eſq; of the Middle Temple, author of 
„The Law of Bills of Exchange,” and“ Mr 
Waterford, Jan. 29. 

William Blackſtone, LL. D. barriſter, Vinerian ring, Feb. 5. 

Roger Baldwin, M. A. rector of Aldingham, Fe e 


John Gideon Loten, Eſq; of Brook Street, Groſvenor "a Feb. bY: 


.. Square,'F.R.S. 

Abbe John Winkelman, April 9. ? 
the baron, N 

John Alexander Genevois, F. R. 8. miniſter of Bur- Apr. 16. ; 
tigni in Switzerland, and formerly preceptor of 
the Prince of Naſſau Weilburg, 

Prince Emilio Altieri, May 21. 0: 2a | D 11 

Cardinal Alexander Albani, | 

M. Baldani, prelate and miniſter of the chamber to {Nov.rg. n 
the Pope, 466158 


Dom Miguel Perez Paſtor, fellas; of 1 59 Royal 1 -of : 


Hiſtory at Madrid, and author of the Treatiſe 5 De Deo: Endo= 
. 'vellico,” Dec, 10. 5 


ENCE 
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1761. John Blair, LL. D. F. R. S. prebendary of Weſtminſter, | 
Robert Adam, of Grolvenor e, Eſq; bake "9 

F. R. S. &c. 1150 1 0 
a Henriquez Flores, 10 of the Spaniſh Coins, ws nan 


John Stephen Bernard, M. D. of Amſterdam, 
Turberville Needham, F. R. S. 
Edward Wortley Montagu, Eſq; F. R. S. Doc. 17. 

Fee Benjamin Bartlet, apothecary, of Bradford, Vorkſhire, Jan. 7 
John Ihre, profeſſor of hiſtory, counſellor of Sweden, knight of 
the polar ſtar, member of the Royal Academy of Sciences at 
Stockholm and Upſal, author of many tracts on Northern An- 
tiquities, and of a Dictionary 0 the Northern Languages, 
Jan. 28. 
Robert Lord Romney, F. R. S. and preſident of the err of 
Arts and Commerce, April 1. 
Charles Melliſh, Eſq; of Albemarle: Street, as: I 3. | 
Car. Rinaldus Berch, Chancery commiſſioner in Sweden, keeper 
of the royal medals,” and fellow of the Sweden Academy, 
May 13. e ve 
Joſeph Tolſon Lotkver, Eſa; M. P, for llcheſter, ert 
Ignatius Paterno, of Catania, prince of Biſcari, Po IT, 
Vincent Martinelli, LL, D. a Tuſcan, 
William Duke of e Dec. 9. 11 
1763. Joſeph Wilcocks, of Queen Square, Eſq; If geb. 17. 
Rev. Brian Fauſſett, M. A. of Heppinton, Kent, | 
"Hon, Thomas Robinſon n Lord Grantham) of 
185 Whitehall, „ 15 | "i 
John Barnard, Eſq; of Berkeley nas. 4; 
Owen Saluſbury Brereton, Eſq; of Soho Square, March 4s. E 
Mr. Thomas Aſtte, of Yoxal, in Staffordſhire, April 28. 
James Petit Andrews, Eſq; of Taviſtock Street, 1. 
Rev. Richard Farmer, M. A. fellow of nee College, Ma: | 
| y 19. 
Cambridge, N 
Sam, Ds Eſq; of King Street, Cavent Garden, F F. R. 495 . 
D buc 


A 
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1763. Duc de Niverteis, embaſſador from 1 Frince, _— 28. 
3 James Earl of Morton, June 9. 
Thomas Mytton, Eſq; of Shipton, in the county of 8 Jute I 6, 
Charles 11696, Eſq; of Downing street, welbminſter : 
Mr. Duclos, ſecretary ef the French Academy at Paris, (+ 
hiſtorian of F rance, and ae the TM at 
Berlin, . 
Edward agen; Efe; as dabentih Hons; Kent, 1680 
Ralph Willet, Eq; of Merleyy im the county of Dorſer, 
Gerard Meermann, LL. B. | penfionary: of dor, 
miniſter from the United Provinces, . 
Giov. And. Paterno Cadella, prior of Dai 
Joſeph Salvadore, Eſq; F. R. S. e 
Giuſ. Recupero, f Carania, an- ene Tots: 
1764. John Letch, M. D. Mark Lane, April 12. 1 B of 
. Sir John Webb, of St. James's Square, bart. 4458 
Matthew Ridley, of Neweaftle, Eſq; (ray 3. 
Marmaduke Tunſtall, of Wycliff, Yorkſhire, Blqz :: 
William Burrow, B. D. late fellow of St, John's College, June 21. 
William Palmer, of froimonger Hall, Eſq: July 13. 
1765. George Stott, "Eſq; F. R. S. of Crown Court, West. 
2 minſter, editor of“ Ray's Remains,“ & Mo. 
Jean Bourget, monk of der r 8 Nene e he { Jan. 10. 
| was writing, ef TE 8 
*George pembroke, Eſq; of St. Mente _ Rx CT OUS 7s; 
Richard Kaye, LL. B. of Brazen-noſe College, Feb. 14. n 
Dr. John Egerton, biſhop of Bangor, Feb. 2ʒ2 
Frahcis Ruſſel, Eſq; of Gray's Inn, n of che r records 8 e 
Duchy of 1 Anènfter; March 14. 1511 
Mr. Samuel Chee, of Corawniners men, March 27. 
Hon. Mätthias Barnewell, May 9. ae BN eee 1 
F ames Bindley, Eſq; of n e babes June 13. 
ichard Henry Ae Bennett, Eſq; of $t. neee. 
June 26. 45 n ned 911 iir 249 1 


+ 
2 


Gabriel! 
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1765. Gabriel Lancilotto Caſtello, prince of Torrenuzpa, Dec. 12. 


1766. David Lord Cardroſs, Feb. 15. 


1155 . 


George Scawen Lord, Viſcount. N uncham, wy 
Joſeph Banks, of Reveſby, e Eſqil- 


Wilkinſon Blanſhard; M. D. 2 | Feb. 27. d ee 
John Lewis Petit, M. A.- . 1 to 9010113 | 

Mr. George Perry, of Aldgate, ' + (1 | 

Sir George Colebroke, bart. ] . Ae 1100 . 
John Darker, Eſq; DI. to at bi; doi 


Mr. William James, } 0 
William Macguire, Eſq; of e Vo Wen 40880 1 To. 91028 
Mr. Brequigny, fellow of the Academies of Inſcriptions at Paris 
and Rouen, author of ſeveral Diſſertations in their Memoires, 
and far advanced in a new edition of Strabo, with notes and 
various readings, and commiſſioned by his come! to collect 
materials here for French hiſtory. | 
John Strange, of Cavendiſh Square, Eſq: F. R. 8. and of Bologna, 
Florence, Montpellier, and of the Academia een Curi- 
oſorum Nature, Nov. 6. | 
Sir Thomas Sewell, knight, maſter of; the Rolls, "mt 
Lewis Giraldi, M. D, of Ferrara, formerly profeſſor o/ 
chemiſtry in the univerſity of Sapienza at; Rome, of _ m_ 


(r 
7 
* 


the Inſtitute at Bologna, and of Botany at Florence 
and Cortona, 
George Keate, of the Inner Temple, Eſq; F, R. een 
Thomas Owen, Eſq; of Red Lion _ mater of the Nov 20. 

King's Benn, 0 10 
William Morehead,jEſq; ak. CanendiſhSquare,} > £02061. 
John Walcot, Eſq; of Bath, .1 , Ded. Ts [7011117 
Sir James Cockburn, bart. of Mincing Lane, | 
Mr, Thomas Allen Barnard, of Holborn Bridge, 


Edward Solly, of Southampton Buildings, Eq; 
Rev. * John Reinhold Foſter, 


. oY D 2. 


14 7 
* 
2 1 2 


4 
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1767. Sidney Swinney, D. D. of Scarborough, formerly of r 
185 þ 84 495 | . 118 5 


Rev. James Bentham, minor canon of Ely, Fl in LHR 
144. * 74 * TIF 


Clare Hall, Cambridge, 


Anthony Aſkew, M. D. 


M. de St. Blaſe, abbot of St. Blaiſe, in e Black 2 . 
prince of the empire, lord of Bondorf, &. 5. 
M. Schlzger, libratian to the duke of Saxe ane 
Brownlow Earl of Effex, Feb. 12 
Richard Gough, Eſq; of Enfield, Middleſex, 
Robert Udney, of Broad Street, Faq; 
George Steevens, Eſq; of Hampton, eee, Yr, a. U 
Rev. John Bowle, M. A. of ldmerſton, Wilts, 9. 
Richard Eyre, D. D. F. R. 85 matt * e laune 


Berks, 


Major General James ee oughton, 
Richard Dalton, Eſq; librarian to the King, 
Daniel Minet, Efq; of the Inner ee 10 
Frederick Lord Baltimore, 281 
Charles Moore, of the Middle Temple, Eſa; Aol 30. 
William Matthew Burt, Eſq; M. P. for Great Marlow, 
Robert Vanfittart, of the Inner Temple, Eſq; LE. * 


* 


. « 
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. Joſeph Kirby, Eſq; of Kew, 


Mr. Richard Guy, ſurgeon, of Duke Street, York Buildin wil 
t PS. 


Francis Bartolozzi, 
John Bapt. Cipriani, 


Joſeph Baretti, a Piedmontefe, | | 

Denis de la Coudraye, one of the nen or 1 of Lilie de 

France, a colony oppoſite to the eaſt coaſt of en July 9. 

Anthony Earl of Shafteſbury, Nov. 12. 

George Earl of Lichfield, Nov. 19. . 
Fane William Sharpe, Eſq; M. P. * Caltington; 155 

J ohn Topham, of Great e lei e d Dec: I 7. 
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1767.” Richard Blyke, of Whitehall, Eſq; one of the deputy } 
aucditors of impreſt, now writing the hiſtory ad 
antiquities of Herefordſhire, ö . 
Thomas Nugent, of Gray's Inn, LL. D. . | LY 
John Richardſon, of Furnival's Inn, Eſq; | Ny | 

Mr. Damel Stone, of Laurence Pountney Lane, 
William Hunter, M. D. phyſician extraordinary to the | 

Queen, 

Charles Howard, of Greyſtock, Big; 

George Lord Greville, 

Robert Dormer, Eſq; Fe 

John Wightwick, Eſq; of Parliament eee; Weſtminſter, 

Charles Chandler, M. A. of Magdalen College, Oxford, 

Hon. Daines Barrington, of the Inner Temple, Eſq; Feb. 18. | 

Philip Yorke, Eſq; of Erthig, March 3. .Y 

William Bayntun, of Gray's Inn, Eſq; | 4 
Paul Demidoff, Efq; of Mofcow, - 5 FMarch 125 N 
1768. Joſeph Cradock, of Gumley, Leiceſterſhire, Eſq; | oh = 
Levet Black borne, - of Margaret Street, Cavendiſh | April r 4. = 

Square, Eſq; } # 

Edward Bridgen, Eſq; of Lovell Court, TROY mer d 
_ chant, member of the Society of Arts and Commerce, Ave. 28. 


Edward Haiſtwell, Eſq; of Bloomſbury Square, 1 12 : 
Richard Spooner, Eſq; of Lincoln's Inn, May 12. _ 
Sir John Mordaunt Cope, bart. A. ii 3 


Rev. Foote Gower, M. D. Chelmsford, | i 
Michael Tyſon, oy of Corpus Chriſti College, RE June 2. . | 
bridge, il 
John Cuthbert, of the Inner Temple, Eſq; F 
Richard Jebb, M. D. of New Palace Yard, Weſtrainſter, } June 
James ane AY: F. R. S. 4 
. | Fraticis 


1769. 
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 Fraxicl Earl of Huntingdon, Nov. 10. FAO HA bid .od 3. 
John Smyth, of Sydling, Eſq; Nov, 17. TR „ $17. 
George Hardinge, of the Inner Temple, Eſq; Nov. 24. 
Francis Stone, M. A. rector of Cold Norton, Effex, Dec. 22. 
Samuel Wegge, Eſq; of Lincoln's Inn Fields, F. R. 8. 14-4 
Rev. John Woodcock, prebendary of Hereford, 

Rev. Edward Thomas, of Porthkerry, Glamorganſhire, 

James Gonnel, of Gerrard Street, Eſq; Feb. g. 


Thomas Clark, ſq; regiſter of Ferefordl. 5 9. 


Mr. John Gunning, of Old Burlington — ſurgeon of 8. 


George's Hoſpital, Feb. 23. 


Patrick Young, D. D. late fellow of Caius College, Cambridge, 


rector of Northchurch, "Herts, March 2 65 


„William Cuming, M. D. of e May TT. 


1 Tha Pownall, Es; RE e 4 


Lord Le Deſpencer, "+ 
John William Roſe, Eſq; of Trinity College, Cambrid ge, 
Rev. William jeffs, reader at the 1 and fellow |. 
of St. John's College, Oxford, | 12 
Henry Stebbing, D. D. Preacher at Gray's Inn, and| 
chaplain, to the King, 
Thomas Percy, M. A. vicar of Eaſton Mauduit, Northi- |: 
a 47 24po*g and hartan to the Duke of North 
umberland, | 
Rev. John Fleming Statley, M. A. of Rathbone Place, N 
Mr. Edward Rumſey, Nov. 9. 15 
John Hinchcliffe, D. P. maſter of c rau College; am: 5 | 
-beldpe; 0 


June 7. 


oe 


Richard Warren, M. D. phyſician to the Queen, | 72 Nov. * 


1 
Samus. Strutt, Eſq; clerk affiſtant in the . off | 
Peers, Pain . 


* 


William Sheldon, of Weſton: in e E : ; 
Nov. 30. 


— * 


James Naſmyth, M. A. fellow of 2 Chriſti Col - 
lege, Cambridge, ; 8 a 
i 7 4s PENS ond.” 5 William 


” * 
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1769. ' William Dodd, D. D. King's chaplain, 2 . 
Paul Wright, B. D. N 
Matthew Lewis Keichel, ldechant” of London, ve Dec. 14. 

reſided many years in Italy, | | 8 
Thomas Keighty, M. A. vicar of Low Layton, J 

o; Peter Muilman, Eſq; of London, merchant, Jan. 25. 
Philip Griffin, LL. B. of Edmund Hall, red 8 
Matthew Harriſon, Eſq; {feat 

William Mann Godſchall, Eſq; of Weſton Houle, "Gin 
Feb. 22. 
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William Holwell, M. A. rector of Thornbury, Glou- 
ceſterſhire, and chaplain to the King, 

John Ibbetſon, Eſq; F. R. S. eons to the Board of Longitude, 
March 1. . 

Robert Orme, Eſq; March 8. 

Laurence Sullivan, Eſq; of Great Ormond Street, Eaſt } 
India director, and M. P. 

John Motteaux, Eſq; of London, merchant, and Eaſt 
India Director, 

William: Drake, - maſter of Felſted ſchool, and rector of Layer 
Marney in Effex, March 29. 

Edward King, Eſq; F. R. S. of Bedford Row, May 3. 
Hon. Topham Beauclerk, | 
Joſeph Edmondſon, of Warwick Street, Golden equal 1, ; 7 
Eſq; Mowbray herald extraordinary, and author of * 
the * Baronagium Genealogicum,” 

Alexander Dalrymple, Eſq; of Soho Gnas, a ee navi- 
gator and explorer in the Eaſt Indies, and author of ſeveral 
curious publications, May 24. 

Sir Edmund Themas, bart. | 
Lucas Pepys, M. D. of St. Anne Street, Scho, {9a 14 
Rev. Roger Flexman, D. D. WE 4 | 


Ih 22. 
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L770. 


1771. 


John Glen King, M. A. chaplain at St. peterſburg, 8 Wh 


John Whitaker, B. D. fellow of Corpus Cry College, 


John Fenn, Eſq; of Eaſt Deerham, Jan. 17. 


. Maße chemiſt of Diſs, 


ens LIST o 


Owen Manning, B. D. rector of pepperharrow, vicar of Godal- 

ming, and editor of Lye's'* Saxon Dictionary,” July 3. 
Francis Smith, Jun. Eq of New n near Thirſk, us: 
and of York, i 
Matthew Grave, of the Inner Temple nephew of the N 


late Dr. Hales,  _ | 


. 


James Dargent, M. D. F. R. S. of Marlborough Street, 
Sir Hanſon Berney, bart. N IM 
William Heberden, M. D. Dec. 6. Heart bf 
Thomas Warton, B. D. fellow. of Trinity College, Ox- 
ford, and late Poetry profeſſor, 


Richard John Tetlow, of Pontefract, Elqj , 
Joſeph Smith, LL. D. of Kidlington,” Oxfordſhire, Eſq; | 
Mr. Charles Coombe, of nde Street, Bloomſ- | 

bury, apothecary, 


Jan. 10. 


Oxford, | 
John Walſh, of Cheſterfield Street, iſa; 1 F. R. S. 


John Philip de Limbourg, M. D. at Spa, Jan. 31. 


Samuel Pearſon, M. A. of St. John's College, Cambridge, Feb. RR | 
| Daniel Peter Layard, M. D. phyſician to the my 


Dowager of Wales, F. R. 8. 
Thomas Butler, Eſq; clerk of the peace for Middleſex, 


rary member, 
William White, ſurgeon, Vork, Feb. 28. 


Dr. James Halifax, rector of Cheddingrons Bucks, ad ix 
vicar of Ewell, 1 22 {May 2. 


Philip 


Feb. 14. 
RNodolph Valtravers, transferred n n an — - TON 
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** Philip Stevens, Eſq; of Soho Square, May 9, | 
William Bray, Eſq; of Great Ruſſel Street, May 165 
Charles Weſton, Eſq; of Norwich, 

Jonathan Worrall, Eſq; of Ipſwich, {Tone 6 

William Palmer, Eſq; of the Inner Temple, 

Sir Griffith Boynton, of Agnes Burton, York, bart. 
George Wingfield, of Lincoln's Inn, Eſq; nearly relate 
to Dr. Thomas, the Worceſter antiquary, whoſe col- Jana! 3. 

lections are in the Society's library, 

John Ives, of Great Yarmouth, Eſq; 

John Lloyd, of Havodounoes, Eſq; | Tune 20 

Ra. Cauldwell, Eſq; of Goodwick Hall, Norfolk, 

Dr. John Coakley Lettſom, Nov, 14. | 

1772. William Rawlinſon, Eſq; Jan. 9 
Mr. James Eſſex, of Cambridge, architect, Jan. 2 3. 

King Samuel Fraine, of the Middle Temple, "RO 1 
John Claxton, Eſq; of Great Ormond Street, Feng 
Hon. William Hamilton, Eſq; envoy extraordinary at] 

Laples, reb. 6. 
Sir William Wake, of Courteen Hall, Northamptonſhire, 

Abbate Viſconti, antiquary to the Pope, March 19. 


Jacob Preſton, Eſq; of Sackville Street, 

John Lind, Eſq; of Pall Mall, privy counſellor to 100 W 
King of Poland, | * 

Edward Wills, Eſq; of Lincoln's Inn, | 


Sir Joſhua Reynolds, knight, P. R. A. iv: 
John Richardſon, printer, of Clifford's "I bs 

_- George Baker, phyſician to the waned g 
Rev. John Strachey, LL. D. wy 
Hon: Thomas Walpole, of Lincoln's Inn a July 2 
William Brockel, of the Middle Temple, Eg J © 
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1772. 


1773. 


John Simpſon, Eſq; of Groſvenor Square, | 
John Martin Leake, of Bolton Row, Eſq; _ | J | 
Edmund Bott, barriſter, of Bedford Row, 'Eſq; particularly con- | 


| Fand Chamberlayne, Eſq; of Downing Street; 


"cunonortocteal L1isT or: 
Peter de stehlin, oouuſellor of ſtate to the Empreſs of Ruſſia, 
July 9. e ie TERA 


Anthony Lord Viſcount Montague, Nov. 19. 


Dr. Thomas Percival, 
William Perrin, of Bloomſbury Square, Eſq; 
John Pownall, Eſq; of Chandos Street, under dan of. fate, 


Jan. 14. 


Thomas Chowne, of Alfreſton, Suſſex, Eſgj) ) # 415 
e Dec. 17. 


Orazio Orlandi, author of * A Deſcription of an Altar 
preſented to the Pope by Caſali, oc)! het of Rome,” 


Dr. Thomas Naſh, of Bevere, | Feb. 18 
Moſes Iſaac Levy, Eſq; of Lincoln's int Fields, Os 


Abbat& Franciſco Maria Dolce, | | 
Feb. 1 1. 


Hon. Henry Cavendiſh, of Marlborough Street, Feb. 2 8. 


Sir Lucius O'Brien, bart. M. P. for ne county, Ireland, ] 
and P. S. A. Dublin, - "of 
Anthony Hamilton, King's chaplain, and archdeacon 7008 = 50s 
London, her 4 


verſant with the original languages of Europe, March 25. 
Richard Henry Beaumont, Eſq; of Whitley, e, fl May 0 f 
Brownlow lord biſhop of Lichfield and Coventry, N 
Dr. Benjamin Franklin, of Philadelphia, a gentleman; 

well known to the learned world by his ingenious] 

diſcoveries in electricity, and other branches of ulſe- MAY 13. 

ful knowledge. 
Mr. John Zachary, of Cannon Street, 
Henry Jerom de Sallis, A. M. F. R. S. my 45 27. 


John 
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1773. John Warren, S. T. P. prebendary of Ely, 8c, 
John Monro, M. D. of Red Lion Square, *}Jun 1 
Sir John Pringle, bart. ; 
William Boys, of Sandwich, al . 
1774 Sir Thomas Wynne, of Glyn, Carnarvonſhire, bart. Knight of 
the Shire, Jan. 20, 
John Bacon, Eſq; of the Firſt Fruits Office, Jan. 27. 
Rev. Auguſtus Calvert, LL. D. of Oxford and Dublin, Feb. 3. 
Matthew Wyldbore, Eſq; M. P. for Peterborough, i 
William Purkis, fellow and principal tutor of Magdalen Feb. 10. 
College, Cambridge, | 
George Aſhby, preſident of St. John's College, Cam- 


Thomas Edwards, Eſq; of Cardiffe, 


Rev. Sir John Cullum, bart. March 24. 
Richard Michell, Eſq; of South Audley Street, 
Apr. I 4+ 


- 


Robert Banks Hodgkinſon, Eſq; of New Burlington 
Street, 

Frederick Perez Bayer, canon treaſurer of the church of Toledo, 
knight of the new order of Charles III. preceptor of Don 
Gabriel fourth ſon of the King of Spain, and author of a 
learned Differtation on the Phoenician Alphabet, annexed to 
his pupil's tranſlation of Salluſt, May 19. 

Edmund Calamy, Eſq; of Lincoln's Inn, 

Godfrey Webſter, Eſq; jun. of Berner's Street, June 9. 
John Willet Adye, Eſq; of Dean Street, Soho, 


John Hatfield Kaye, Eſq; of Hatheld Hall, near Wake- 
| field, 


Edward Hulſe, Eſq; of Alderſbroke, F OE Junsg6. 
Georgs W Eſq; of Groſvenor Place, 
| 1 7; Sir 
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1774. 


1775. 
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Herbert Mackworth, Eſq; of the ue due gu- 


Jeremiah Milles, of the Inner Temple, Eil: | 


Walter Long, Eſq; of Lincoln's Inn, 


John Charles Brooke, of the Heralds' College, i : 
Thomas Hirſt, of Somerſetſhire, Eſq; May 4. 


Sir Walden Hanmer, bart. 
Samuel Southouſe, Eſq; of the Inner Temple, 


Nov. 10, 
ſhire, M. P. for Cardiff, 
George Allan, Eſq; of Darlington, 


William Latham, of Eltham, one of the derem of 
ſurgeons, 


Dec. 1 


Sir Edward Blackett, bart. of Matfen, Northumberland, 9 
Major General Robert Melville, Jad . 
Craven Ord, Eſq; of Charles Street, Bloomfbury, 
Valentine Green, of Saliſbury Street, Strand, engraver a} Jan. 26. 
the King, and author of “the Antiquities of Worceſter,” ] 

William Henry Cavendiſh Bentinck Duke of Portland, Feb. 2. 
Edmund Lechmere, of the Inner Temple, Efq; Feb. 9. * 
Robert Darley Waddilowe, M. A. chaplain to the | 
_ embaſſy in Spain, Feb. 16. 
George Henry Earl of Stamford, b | 
Thomas Orde, of King's College, and Lincoln's Inn, Eſq; 

= 23. 


John Frere, Eſq; of Roydon, in the county of Norfolk 

William Mitford, Eſq; of Pitt's Hill, near Petworth, 

Charles Butler, Eſq; of Lincoln's Inn, March 2. 

William Conſtable, Eſq; of Burton Conſtable, in the 
county of York, 


John Blake, Eſq; of Eſſex Street, 

Monſieur Jeremiah Jacob Oberlin, March 16. 
George, Lord Edgecumbe, March 30. 
Joſeph Wyndham, Eſq; of Earſham, I 
William Jones, Eſq; of the Middle Temple, April 6. 


4. | Richard 


* 
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177 5. Richard Hoare, Eſq; of Barnes, in the county of Surrey, May 11. 
William Whitaker, Eſq; Serjeant at Law, June I. 

Rev. Benjamin Heath, M. A. fellow of King's College, 
- Cambridge, and maſter of Harrow ſchool, June I 5, 
Fyſh Coppinger, of Lincoln's Inn, Eſq; 7 | 
Thomas Talbot Foley, Eſq; of Conduit Street, | 
John Tickell, Eſq; of Windſor, June 29. 

James Napier, Eſq; of Little Brooke Street, | 
William Barrett, ſurgeon, of Brifto), compiling its Hiſtory, Nov, 9. 
Coſmus Nevill, of Holt, in the county of Leiceſter, FI 


"Monſieur D'Anville, geographer royal, 8c, | 
Charles Frederick Baron Rudbeck, Nov. 30. 
Mr. James Jonas Biornſthal, of Sweden, author ef} 
s Decalogus Hebr, ex Arabica dialecto illuſt.“ &c. 
3776; Major Hayman Rooke, Jan. II. 
Rev. George Shaw, of Wimpole Street, Cavendiſh Square, 
of Trinity College, Cambridge, Jin; 55 
Mr. John Huſſey, of Ludgate Hill, ron Tee 
Mr. Robert Hallifax, of St. James's Street, Weſtminſter, 
Mr. Jean Baptiſte Gaſpar Anſſe de Villoiſon, Feb. 1. 
George Auguſtus Selwyn, Eſq; of Cheſterfield Street, Weſtminſter, 
M. P. for Glouceſter, Feb, 8. 
Kennet Earl of Seaforth, reb Ic 
- Conſtantine Earl of Mulgrave, . 
John Pacey, Eſq; of the Inner Temple, 
jre 29. 


o 


Frederick Lord North, 

Robert Lord Trevor, 

Sir William Chambers, of Berner's Street, 

John Peachy, Eſq; of Groſvenor Street, March 7. 


Henry Lord Viſcount Palmerſton, 
| Lieutenant 


17 


6. 


General John Carnac, of nn in the county of 


William Chamberlain, Eſq; of Gough Square, | J 


Richard Lord Archbiſhop of Armagh and Primate 0 June 6. . 


John Kipling, Eſq; clerk of the records in the Rolls, 


CHRONOLOGICAL LIST op | 
Lieutenant Colonel William Roy, Fas WA 36 
John Taylor, Eſq; of Jamaica, and Grafton Street, 


—— 


Hants, | Mar. 21. p 
Benjamin Way, of Denham, and Chandos Street, Eſq; | I 
Hon Charles Greville, of St. James's Square, 


Dr. George Stinton, chancellor of Lincoln, April 18. 

Henry Dawkins, Eſq; of Standlinch, Wilts, May 16. . 

Mr. William Rhodes, architect, of Great Marlborough] - 
Street, | g May 23. 

James Lord Cardiffe, J 


Rev. Thomas Crofts, of Bury street, St. James's, 


Ireland, 
John Pearkes, B. LL. rector of St. Helen, Worceſter, | Tanks 
Brownlow Lord Brownlow of Belton, - | 13. 
Sir Grey Cooper, bart. \ June 20 e 
Francis, Marquis of Caermarthen n 35 
Aſhton Lever, Eſq; of Leiceſter Square, June 27. | 
Frederick Stuart, = M. P. for Fifeſhire, ſon of the Earl of Bute, | 
Nov. 7. 
Dr. Pulter F orreitir, chancellor of Lincoln dioceſe, archdeacon . 
of Bucks, and King's chaplain, Nov. 28. | | 
George, Earl of Cheſterfield, Nec. 5, 


4 * * 
=- 4 * 4 * 
1 8 1 
* 


Thomas Chapman, of the Inner Temple, Eſq; deputy! 25 


to the Lord Treaſurer's Remembrancer, 


and one of the ſworn clerks in the Treaſurer's Dec. 19. 
Remembrancer' s office, Fi 
Thomas Strong, of Red Crofs Street, gent, 
Thomas Beckwith, of the city of York, 5 


John 
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I 7 77. John Stewart, Eſq; 


George Lord Ferrars of „ Ole" 

David Browne Dignum, Eſq; of Delahay Street, Weſt- 
minſter, a member of the Houſe of Commons in Ire- 
land, and author of “ Effai ſur les principes poli- | 

tiques de Economie publique,” recommended on the \ Feb, 6. 
perſonal knowledge of the ſubſcribers, as a gentleman 
well verſed in moſt branches of polite literature, and a 
a lover of the antiquities of this kingdom, &c. 

Henry Penruddocke Wyndham, Eſq; | 

William Langford, M. A. ſub-maſter of Eton, Feb. x 45 

Richard, Earl of Northington, March 6. 

John Waring, Eſq; of Tower Street, March 27. 

Alleyne Fitzherbert, Eſq; April 10. 

Francis Carter, Eſq; of Theobald's Road, May x. 

Richard Ladbroke, Eſq; of Frenches, Surrey, May 8. 

John Brand, A. B. of Lincoln College, Oxford, and of Newcaſtle, 
May 29. 

Joſiah Beckwith, attorney of Rotherbam, | 


Iſaac Reed, Eſq; of Staple Inn, 


Powell Snell, Efq; of Guyting, in the county of Glou- 
ceſter, | | 

Capt. Daniel Groſe, of the royal regiment of artillery, 

John Ellis, Eſq; of Wimpole Street, F. R. S. ) 

William Gale, Eſq; of Grafton Street, 

Edward Lord Viſcount Amiens, eldeſt ſon of the Earl N 
of Aldborough. / 

Sir George Shuckburgh, bart. Dec. 4. 

Anthony Storer, Eſq; Dec. 1 1. 


177 8. Frederick. Lord Boſton, Jan. 8. FT 


Sir John Chetwode, bart. Jan. 29. 
Sir Richard Worſley, of Appledorcomb, bart, F eb. 5. 
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1778. 


1779. 


Edmund Turnor, jun. of Panton, co. Lincoln, 


CHRONOLOGICAL LIST or 


Rev. Charles Godfrey Woide, Feb. 12. 

William Laſcelles, of the Inner Temple, — ME a 
Dr. Andrew Kippis, 2 
Robert Saluſbury Cotton, Eſq; F. R. S. May 14. 


John Pariſh, Eſq; of the Tower, May 28. 


Peter Dore, Eſq; of Badgemore, in the county of Oxford, 

John Douglas, D. D. reſidentiary of St. Pauls, 90 ee 

Rev. William Coleman, B. D. rector of Stalbridge, Dorſet, and 
late fellow of Benet College, Cambridge, June 18. 

Thomas Storer, Eſq; of Charles Street, Berkley Square, June 25. 
Sir William Muſgrave, bart. F. R. S. commithoner of 
the cuſtoms, hr 9. 

Peter Holford, Eſq; maſter in chancery, F. R. S. 4 

Robert Child, Eiq; of Berkley Square, Nov. 18. 

Rev. John Diſney, D. D. of Flintham, co. Notting 
ham, rector of Panton, and vicar of Swinderby, co. 
Lincoln, chaplain to Edward biſhop of Carliſle, 

Rev. Samuel Henley, of Harrow, co. Middleſe x, Dec. 17. 

Don Antonio Ponz, ſecretary of the Royal Academy 
of St. Ferdinand at Madrid, and author of “ Viage } 
de Eſpana,” | 

William Blizard, ſurgeon, of Mark Lane, Jan. 2r. 

Hugh Hamerſley, of Spring Gardens, Eſq; banker, Jan. 28. 

David Walter Morgan, LL. D, |Feb 18 

Robert Auſten, Eſq; of James Street, Bedford Row, } 

Henry Charles Englefield, Eſq; of White Knights, Berks, 


William Benſon Earle, Eſq; of Saliſbury, | eb. 25, 


Henry Revell Reynolds, M. D. of Lamb's ConGuit Street, March 4. 
William Seward, Eſq;-of Lower Groſvenor Street, F. R. S. Mar. 2 5˙ 
Jacob Moerder ene earl of Radnor, April I's. 

William 
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4” 


2 William Vyſe, LL. D. Aren to the archbiſhop 0 

_- Canterbury, May 6. 

Robert Richardſon, D. D. aa of Lincoln, and | 
rector of St. Anne's, Soho, 10 

Sir Thomas Cave, bart. F. R. S. 

William Feuilleteau, Eſq; of Brompton Row, Pu 11 3• 

Charles Howard, Earl of Surrey, Nov. iI. 

Right Hon. Sir Fletcher Norton, knt, LL. D. F. R. S. Speaker of 

the Houſe of Commons, Nov. 18. 

Edmond baron de Harold, gentleman of the n to the 
Elector Palatine, and major in his ſervice, Nov. 25. 

Francis Douce, Eſq; of Gray's Inn, Dec. 16. 

1780. Harvey Spragge, A. M. of Welbeck Street, . 20. 

John Henry Schlegel, profeflor of Hiſtory in the univerſ ity of 
Copenhagen, librarian to the King of Denmark, author of ſe- 
vera] learned tracts on the Daniſh hiſtory and Cornelius Nepos, 
and tranſlator of ſeveral Engliſh poems, Feb, 10. 

Lord Petre, 

John Engliſh Dolben, Eſq; of Berner's Street, April 6. 

John Parry, Eſq; of Lincoln's Inn, 

John Groſe, Eſq; jun. of Richmond, May, 4. 

William Saunders, M. D. of Jefferies Square, St. May 
Axe, phyſician to Guy's Hoſpital, 

James Douglaſs, Eſq; of Stratton Street, Piccadilly, 

Daniel Braithwaite, Eſq; of Laurence. Pountney Lane, 


g 


Lieutenant Colonel John Duroure, of the n cen 15 
Regiment, Nov. 6. 
Mr. Jonathan Wathen, ſurgeon, Walbrooke, N 


Mr. John Elliot, of the Inner Temple, Dec. 7. 
1781, Thomas Hardwick, of Brentford, who has ſtudied three years at 
Rome, and ſent from thence ſome curious inſcriptions, Jan. 25. 
rrancis Corbin, of Somerſet Street, Portman Square, Eſq; Feb. 1. 1 
E | Chriſtian, 


—— — 


ÿ . 2 LP — 
a 
- 
* 


34 
1781. 


1782. 
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Chriſtian Gottlieb Heyne, profeſſor of Poetry and Eloquenee at 
Gottingen, editor of Virgil and Tibullus, and many Diſſer- 
tations on Etruſcan Antiquities in the ws Memoirs, 
Feb. 8. 404597 

William Hutchinſon, Eſq; of Barnard Caſtle, Feb. I 3. 1 

peter Calvert, LL. D. dean of the bam. tuch r. 1 | | 


Rey. Mr. Mark Noble, of Bitmingham, 


George Young, Eſq; captain in the royal navy, March 1 g. 

George Hawkins, ſurgeon to. his Majeſty's: houſhold,. S 8. 

Sylveſter Douglas, Eſq; of Lincoln's Inn, May 3. 4 

Granado Piggott, Eſq; F. R. S. of e, in the county of 
Cambridge, May 10. 

Samuel Prime, of Whitton, co. Middleſex, Eſq; 3 

John Watſon Reed, Eſq; of Lincoln's Inn, pn 17. 

Rev. Williamshaw, M. A. author of the Gaelic Dictionary, 

Rev. Charles Cave, A. M. pe . 

Joſeph Spilſbury, Eſq; of the Cuſtom Houſe 13 

Richard Jackſon, Efq; of Southampton Buildings, M. P. 

Richard 38 as Dorle e ee hne 
Eſq; 

George James Williams, Eſq; of Little Cleveland Court, St. 
James's, Nov. 15. 

Sir Ralph Payne, K. B. Dec. I 3. | 

Maxwell Garthſhore, M. D. of St. Martin's Lane, in the parih of 
St. Martin in the Fields, F. R. S. Jan. 10. 


Joſeph Gulſton, Eſq; M. P. of Harley Street, 


Sir James Winter Lake, bart. 

Signior Franceſco Daniele, hiſtorian of the King of Na- J an. 24. 
ples, and author of the“ Furche Caudine Uluſtrate," \ | 

Richard Ruſſel, Eſq; Jan. 31. | 


Thomas Ryves, Eſq; April 18. 
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1595. Yes; John Clements, M. A. rector of Appleby, co. Leiceſter, 

May 16. 

1783. Sir John st. Aubyn, bart. Feb. 6. | 

| George Hollington Barker, of Birmingham Gardens, March 6. 
Eliſha Biſcoe, of Crowſley Park, Oxfordſhire, Eſq; March 13. 
Buſic Harwood, Eſq; of Chriſt College, Cambridge, 

verſed in Oriental hiſtory, April 3. 

John, Lord Sheffield, 

Francis Robſon, Eſq; of the War, office, April x0. 
John Gooch, A. M. of Banacre, in the county of Suffolk, May 8. 
Samuel Denne, M. A. rector of Wilmington, 

William Cotton, Eſq; of Laurence Pountney Lane, 

Hon. John Uphagen, of Dantzic, author of “ Parerga 

Hiſtorica, or an Inquiry into the Origin of Nations,” 
Rev. William Dade, rector of Barnſton, in the Eaſt Nang of 

Yorkſhire, June 5. 

Mr. William Sale, of Swithin Lane, 

William-Pryce, M. D. author of the Mineralogia bern. | 

'  bienfis, who propoſes to publiſh a correct Grammar Junez6. | 4 
and Dictionary of the Corniſh Language \ 

John Morgan, Eſq; barriſter of the Middle Temple, 

Daniel Getthelf Moldenhauer, D. D. profeſſor in the Daniſh uni- 
verſity at Kiel in Holſtein, author of a learned Commentary p 
on Job, who undertakes a literary journey through France, bw 
Spain, and Italy, by order and e h of the King of 
Dentnark, Nov. 27. | 


Rev. Thomas Carthew, M. A. of woodbridge priory, Y #1 
Jan. 8. 


— 


. 22. 


1784. Hans Maurice Comte de, Bruhl, envoy extraordinary 
from his moſt ſerene hi ghneſs the Elector of Saxony, | 
Knight of the order of the white eagle of Poland, 1 
And 28 8. honorary, „ f 
| F 2 Col, vi 
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175 


Jean Le Roy, member of the royal academy of Belles 


John Hewet, M. A. rector of Harthill, 74 
Rev. Thomas Hollingberry, D. D. of Welbeck Sweet, 


Jacob George Chriſtian Adler, profeſſor in the univer- 
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Col, Charles Vallancey, LL. D. of OS Til Jai EX 11! 
Charles Marſh, Eſq; of the War Office, 5. 


William George Sibley, Eſq; of the Eaſt India Houſe, a. 26, 


Heneage, Earl of Aylesford, 

Thomas Thurlow, biſhop of Lincoln, March 4. 

Samuel, biſhop of Glouceſter, March 11. 

George Lord Viſcount Lewiſham, 175 | 

Hon. Charles George Percival, now Lord Arden, Mar. 18 
Right Honourable William Wyndham Grenville, "A PD 

_- counſellor, | | 
Alexander Thompſon, Eſq; Maſter in Chancery, | 


Lettres at Paris, author-of ſeyeral works, and one | 

_ of © Les Navires des anciens conſideres par rapport [Mar 252 
“ 4 leurs voiles & à Puſage qu'on en pourroit faire 
« dans notre marine; ouvrage ſervant de ſuite a celui 
ce qui a pour titre La Marine des anciens Perles | 

George, Duke of Montague, 

John, Earl of Buckingham, 

Sir Thomas Dundas, bart. 

Edward Drax, Eſq; of Portman Square, 


a 


— 6k 
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* 
Ws 
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Cavendiſh Square, 
ſity of Copenhagen, maſter of the Royal Academy (Apr. 29 
of Inſcriptions at Naples, author of Muſeum Cufi- 
cum; Judzorum codicis rite ſcribendi lege; De- | 


| ſeriptio codicum Cuficorum parte Corani exhiben- 
tium, 4to; and a biblical journey to Rome, 8yo; 


_ 7 
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127 84. Right Hon. William Pitt, firſt lord of the Treaſury 
| and chancellor of the Exchequer, | 


Granville Leveſon, Earl Gower, K. G. and preſident of 
the council, Apr. 29. 


James, Earl of Saliſbury, | i 


Thomas, Viſcount Weymouth, groom of the ſtole, 
Thomas, Lord Camel ford, 


Sir Edward Aſtley, bart. of Wimpole Street, and Melton] 
| Conſtable, Norfolk, 


| 
Thomas Bowdler, M, D. of ( Cork Street, Burlington Gar- | 
dens, 5 6. 


John, Earl of Chatham, 
Thomas, Lord Sydney, 
Right Hon. Sir George Vonge, bart. | li 
Alexander Aubert, Eſq; of Auſtin Friars, F. R. S. \ I 
Thomas Anguiſh, Eſq; of Great Ruſſel Street, Bloomſ- | 1 
bury, maſter in n and accomptant general, "a 
and F. R., 8 \ May 1 3. '1 
William . Eſq; M. K. of Norwich, and of Park | iq 
Street, Groſvenor Square, fellow of Caius College, 4 
John Sinclair, Eſq; of Whitehall, M. P. 4 1 
Sir John Guiſe, bart. of Hignam Court, Glouceſter, | 
Thomas Potter, Eſq; of Berners Aae, one of the [May 20. 
judges for Wales, 
Richard Paul Jodrell, Eſq; F. R. 8. of dan street, 
Thomas Jordan, Eſq; of Pheaſant Lodge, Foot's Cray, 
George Ellis, Eſq; of Berkeley Street, Portman Square, be. 27. 


„ 
* 


Philip Duval, D. D. canon of Windſor, F. R. S. | 
Major Abraham D'Aubant, of High Street, Marybone,; 


Hon. 
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1784. George Lord Kinnaird, 
Hon. Richard Howard, FUSE IRA Giiceh, 

W William Gibſan,'M. A. ef Argyle Street, 
pembroke Hall, for the elegant poetical compoſitions 


of very intereſting ſubjects relative to matters of | 


„ 140 1110 


C3: 


high antiquity, - 
Rev. Talbot Blaney Handaſyd, author of the paperon ciVerks 
ſhireantiquities, printed in Archeologia, Vol. VII. 199. 


£ 


William Boteler, Eſq; of Eaſtry, Kent, well verſed in 
Fritiſh Topography, Which he made his particular! 


* 


ſtudy, 
Thomas Hopkins, Eſq; of Bentinck Street, 
Rev. John Collinſon, M. A. of er d editor of a 
Hiſtory of Somerſetſhire, 1 * 
Richard Pepper Arden, Eſq; ns? general and chief 
juſtice of Cheſter, '- | 
John Maddocks, Eſq; Kin g%-counſel 
George Lewis Newnham, _ of Queen Square; 
Bloomſbury, King's counſſe}, r 
James Mansfield, Eſq; King's EY 
John Veldham, jun. Eſq; -of-Saling;' 
Sir Joſhua Reynolds, Ent. F. R. S. profigent * "the 
Royal Academy, 
| William Walcot, Eſq; of the Inner Temple, 
Henry Partridge, A LEE EY 2 
Francis Gibſon, Eſq; FIENEA] 
Charles De Laet, Efe: 
Charles Blagden, M. D. 
William Sehyyn, Eſ gg | | 
Brampton Gurdon Dillingham, Eſq; 
Rev. Oſmond Beauvoir, D. D. 
Rev. Edward Ledwich, M. A. 
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1784. Theodore Henry Broadhead, Eſq; - 


Right Hon. Sir Lloyd Kenyon, maſter of the Nane Nor. 4. 4 
Major Elias Duraford, Eſq; Nov. 25. 
Rev. Thomas Drake, D. D. Dec. 2. 
John Allen, Eſq; Dec. g. 


1 a 


17 85. Rev. William Browne, M. A. of Gamfield Place, c. Herts, Dec. 23. 


Edward Bearcroft, Eſj ; 1 


William Hunt, Eſq; of biſhopſpate Within, | | 

George Lord Viſcount St. Aſaph, | 

Monſieur Genet, of Verſailles, chef du bureau des af- | 

faires eträngeres a Verſailles, ſecretaire interprete a4. 

Monſieur, correſponding member of the royal aca- 1 wb # Jo 
deray of ſciences at Paris, of the Utile dulci at 
Stockholm, of the Apollini ſacra in the univerſity 
of Upſal, of the ſociety of emulation at Leige, and | 
of the Arcadian ſociety at Florence, honorary, _ 14) 

Anthony Aſhley Cooper, Earl of Shafteſbury, Feb. 3. 

Edmund Cooper, D. D. F. R. S. archdeacon of York, Feb. 17. 

Thomas Cow per, Eſq; one of his Majeſty's ae Fl: 24 

James Byers, Eſq; reſident at Rome, honorary, 591 

| Thomas Thomas, Eſq; of Bruton Street, Berkeley Square, Mar. 3. 

Thomas Reid, M. D. }March 55 

William Laurence, Jun. A. B. of Lower Brook Street, 8 

Francis Hiorne, Eſq; of Warwick, April 7. 

John Henry Warre, Eſq; of Queen Square, Bloomſbury, 

John, Earl of Suffolk, | Apr. 14. 

Henry, Earl of Uxbridge, | 

George John, Earl Spencer, April 28. 

Philip Metcalfe, Eſq; Saville Row, Weſtminſter, May 5. 

Rev. John Pridden, B. A. of Queen's College, Oxford, vicar of 
Hleybridge juxta Malden, Eſſex, minor canon of St. Paul's, 
and curate of St. Bride's, Fleet Street, May 12. 


Right 


140 


John Henniker, Eſq; of Charlotte Street, Bedford nd 
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178 5. Right Hon, Lord Adam Gordon, 
John Call, Eſq; of Queen Square, Member, [1 * 


Jane 9. | 
Richard Joſeph gan enn, of Cleveland Row, St, 1 By 
Eſq; 
Richard Clarke, Eſq; lord-mayor'of Lands: Wo 
Lieutenant Charles Rainsford, of South Weald, AR * 
Thomas Swinnerton, Eſq; of the Inner mans and of JunerG: 
Butterton, c. Stafford, ' [1 1 
Mr. William Houlſton, of Palſgrave Place, Toe | 
Mr, William Blackburne, of St. Olave s, Southwark, architect, 
Nov. 10. 
Matthew Raper, Eſa; of Hertford street, May Fair; Nov. 17. 
William Marſden, Eſq; of St. Alban's Street, M. P. pee. f 
James Gordon, Eſq; of Gower Street, Bedford Square, } 
Anthony Franciſco Delandine, advocate of the Parlia-\, 
ment, member of the academy of Sciences and Belles 
Lettres and Arts at Lyons, and fellow of thoſe of 
Dijon and Villefranche, and of the literary ſociety of 
Bourg- en- Breſſe, and correſponding member of the 
academy of Belles Lettres & Inſcriptions, author of 
two vols. ſmall 8 vo, On the Tartarus of the An- 
| tients; or an Hiſtory of the Infernal Deities they = 
. worſhip, &c. and a Deſcription of the celebrated 1 * 
Remains of Antient and Modern Artiſts, . who have | 
repreſented theſe Deities;”? and © Hiſtorical Diſſer- 
tations on the Antiquities of Breſſe and Lyons,” 
Monſieur Groſſon, royal notary of the academy of Mar- 
ſeilles, Lyons, and Rome, member of the Patri- | 
_ otic Society of Sweden, and ſecretary of the order of | 
Malta at the great priory of St. Gilles, 8c. 85 


- 
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1786. James Bucknall Grimſton Viſcount Grimſton, Jan. 26. 
SGeorge, Earl of Morton, Feb. 2. 
Henry, Earl of Uxbridge, Feb. 23. 
Richard Coffing, Eſq; of the Inner Temple, | WS 
Mr. William Forſyth, formerly botanic gardener at 
Chelſea, now having the ſuperintendance of the 
King's garden at Kenſington, \ : 
Rev. Charles Peter Layard, A. M. late fellow of St. . 
John's College, Cambridge, and foreign ſecretary to I 
the Royal Society, 10 | 
3 Tyſſen, Efq; of Pelix-Hall, Eſſex, | } 
* Mingay, Eſq; of the Inner Temple, and one of his Ma- 
ghaeſty's counſel, March 16. 
John Cayley, Eſq; March 23. 
Henry Cecil, Eſq; of Hanbury Hall, c. wuerden mah 
of Stratford Place, Oxford Street, | | 
Richard Payne Knight, Eſq; of Downton, c. Hereford, Mar. 30. 
and of Whitehall, Weſtminſter, ' 
Charles Townley, Eſq; of Park Street, Weſtminſter, 
Rey. pun Gregory, M. A. curate of St. Bennet, Grace 
church Street, lecturer of St. George, Botolph Lane, 
and aſſiſtant-miniſter of the Aſylum, author of [ 
„ Eflays Hiſtorical and Moral,” | 
Dom Francois Philippe Gourdin, Benedictine of the 135 1 
Congregation of St. Maur at Rouen in Normandy, | 
librarian of the abbey of St. Ouen, member of the . 
academies of Rouen, Caen, and W illefranche, and of April 6. | 
| the. literary ſociety of Boulogne, and author of the | fl 
4 principes de Part Oratoire,” a Diſſertation on Saty- "I'M 'q 
rical Medals, Diſcourſe on the Riſe, Progreis, and | 4 
Revolution of Science, Arts, and Learning, in the | | 
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Province of Picardy, to the Fifteenth Century, and a. | ; 
Diſſertation on the Heathen Deities called Panthea, | 4 
1 in Archeol. vol. VIII. p. 5. 5 9 

G. Joſiah 1 i 
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James Moore, Eſq; of Bennet Street, 
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Joſiah Wedge wOOd, Eſq; of Etriria, c. Stafford, May 4. 
Rev. Richard Ward, M. A. of Lewes, Suſſex late fellow, of Tri- 


nity College, Cambridge, June gn 20 1164 rt 


Francis Stephens, Eſq; of the Adelphi Baildings, | 144168: 
Samuel Lyſons, of the Inner Temple, Eſq 19 nt nts 
John Baptiſt Anthony Raſt, M. D. Profeſſor of medi- Nov. . 


. cine in and fellow of the royal college of ieee 
and of the ſociety of Agriculture, at Lyons, 127 

John Meyrick, Eſq; of Great George Street, Weſtminſter, Dec, 7. 

Grim Johnſon Thorkelin, royal profeſſor of Northern Atitiquities 
of the univerſity of Copenhagen, keeper of the privy archives, 
and ſecretary to the royal college of antiquities, member of the 
royal ſocieties of heralds in Denmark, and of that of m_—_— | 
at Edinburgh, Feb. 1. n 418 et 

George Buſſey Villiers Earl · of jerſey, 4.5 A 4 

TONE: Hon. Sir Richard Heron, Bart. one of his Ma Feb. 8. 
jeſty's privy counſellors in Ireland, s, 2 

James Meyrick, Eſq; of Parliament Street, Weſtminſter, Feb. 16. 

James Eſdaile, Eſq; of Bridge Street, Weſtminſtee, 

Mr. Vincent de Plauchut, one of the 26 members and Ef 
chancellor of the royal academy of Niſmes, author . 22. 
of a MS. “ Differtation ſur une medaille de 754. 
trouvèe a Niſmes, 1786ù“ . ) 

Rev. Clayton Mordaunt Cracherode, M. A; r. R. S. one of the 

truſtees of the Britiſh Muſeum, March 8. ine 

Mr. William Pearſon, of Windſor, 21 F 

Edmund Lodge, Eſq; of Carſhalton, 


Mr. John Jackſon, of Clement's Lane, dere Street, 
William Seward Hall, Eſq; of ene, Dal $44 215 
James Earl of Fife, 115 Go 


* w ' : 

: 4 434 4 #? #'# . : , & ; J | | - 8 ? 4 , * 1 * 

: - ' 117 CHAS 
4. 


THE SOCIETT OF ANTIQUARIES. 43 


I787. Major Gen, Thomas Cox, | | 
William Blackburne, M. D. of 390 Gardens, Weſt- Mar. 22. | 
| 


1 


minſter, 
Charles Earl of Harrington, 
John Sidney Hawkins, Eſq; of the Broad Sanctuary, | 
_ Weſtminſter, | | [ 
Richard Sharp, Eſq; of Monument Hill, | 1 
Robert Smith, Eſq; of the Old Jewry, 1 
Peter Frederick Suhm, lord chamberlain and counſellor 
to his Daniſh Majeſty, preſident of the Roy al Daniſh 
Antiquarian Society, commiſſioner of the Arna- 
Magnean Legacy, member of the Royal Societies of 
Sciences at Copenhagen, Thrundheim, Edinburg, | 
Stockholm, Lund, Gottingen, 8&c. author of the 
. © Hiſtory of Denmark, in 12 vols. 4to. beſides many | 
other valuable performances; honorary, 
John Erickſon, ſecond lord of the royal exchequer in; "Apr. 19. 
Denmark, counſellor and firſt librarian to his Daniſh | 
Majeſty, inſpector of the univerſities and public 
ſchools in the kingdom, commiſſioner of the Arna- | 
Magnean'Legacy,' member of the Royal Society of 
Sciences at Copenhagen and Thrundheim, author 
of © Commentaries on the Speculum Regale,“ Sore, 
1767, & Political State of Iceland,” Ib. 17168, Gun- 
langi Ormſtunga's Saga, with Several Diflertations| .. 
on Ancient Manners and Cuſtoms ;” Tractatus de 
nominibus propriis, de Philippia veterum, de expe- | 
ditionibus & peregrinationibus veterum 11] andorum;“ 
* Obſervationes. Miſcellanez 2 © Vita Tormodi Sb: 


Torfæana; e, e | #5. 
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1787. Hugh Duke of Northumberland; 20. * 
Right Hon. Henry Seymour Conway, Governor of May 3. 
Jerſey, fn 475 


Major Gen. George Ainſlie, lieutenant colonel of the) 
fifteenth or King's regiment of dragoons, and . Wl 
tenant governor of the Iſland of Scilly, Fer ay,10. 

Roger Palmer, Eſq; of Oxford Street, 

Richard Stonehewer, Eſq; of Curzon' Street, | | 

Chriſtopher Hawkins, Eſq; M. P. of Princes Street a 17. 
Hanover Square, | 

Charles Herbert, Eſq; on of the becehamber to 

his Majeſty, — May 24. 

William: Parſons, Eſq; of Sackville cre," , ( 

James Mansfield Chatlyicke, Eſq; of Middleton- Hall, 1 LM 

ci. Warwick, June 7. 

Wilmot Vaughan Earl of Liſburne, une 

Francis Townſhend, Eſq; Windſor Herald, þ June 21 


-— 


James Sims, M. D. of CO e 
John Gillies, LL. D. 
Alexander Lord Loughborough, Dec. 6.1 
John Aſh, M. D. of Brompton Row, Middleſex, ** 
of the Royal College of Phyficians, and F. R. S. 3 
Stephen Borgia, ſecretary of the ſociety pro propaganda Dec. 20. 
de at Rome, Pie | of ove choad AF _ 
Velitri. 
1788. Thomas Boothby Parkyns, Eſq; of Somerſet Street, 
Portman Square. oe 17. 
John Liptrap, Eſq; of Mile End. i 
Sir Thamas Gaſcoigne, Bart. of Partington, c. York. N Jan 


Robert Burton, Eſq; of Somerſham, c. Huntingdon.  »} Ne * 
Thomas Walford, Eſq; of Clare Priory, Suffolk, Feb. 7 
. 
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1788. Charles Townſhend, Eſq; of Old Burlington Street, 
and Chiſelhurſt, c. Kent, Feb. 21. 
Mr, John Wood, of Old Burlington Street, 
Andrew Stuart, Eſq; of Lower Groſvenor Street, Feb. 28. 
Lieut. Col. Oliver Delancey, lately Deputy Adjutant General of 
his Majeſty's forces in North America, Mar. 1 3. 
Sir John Ingleby, Bart. of Ripley, c. York, April 3. 4 
Rev. William Coxe, A. M. one of the ſenior fellows of j 
King's College, Cambridge, F. R. S. member of the | 
Imperial CEconomical Society at St. Peterſburg, and . 
the Royal Academy of Sciences at Copenhagen. | hoe 


Charles Lambert, Eſq; of the Inner Temple. 

John Anderſon, M. D. of Kingſton, | 

Philip Raſhleigh, of Mennabilly, c. Cornwall, Eſq; April 17. 

Right Hon. Francis Pierpoint Burton Lord Viſcount Cunyngham 
of Ireland, May 1. 

Rev. Thomas Leman, M. A. of Emanuel College, Cambridge, 
May 8. 

Lieut. Col. Simcoe, of Wolford Lodge, c. Devon, May 22. 

Leonard Morſe, Eſq; of Eaſthampſted park, Berks, _ 

Roger Pettiward, of Putney, Surrey, Efq; 


George Roſs Boyle, Earl of Glaſgow, * 
Right Hon. Robert Earl Ferrers, 
Richard Stanley, of the Inner Temple, Eſq; 3 
Charles Henry Talbot, of nn apton Street, Bloomſ- 

bury, 


Comte de la Torre de e 
William Clarke Woodbine, Eſq; of 1 c. Nor- 
folk, 

Richard Harford, Eſq; of Frederic Place, London, Nov. 6. 
Edward Gibbon, Eſq; of Downing ſtreet, author of mm Nov 

. . ; 20. 
Hiſtory of the Decline and Fall of the Roman Empire, ä 

H John 
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1788. John Thomas Stanley, Eſq; of Groſvenor Place, Nov. 20. 
John Barlow Seale, fellow of Chriſt's college, Cambridge,, 
Chaplain to the Archbiſhop of Canterbury, and F. R. S. | 
Andreas Chriſtian Hwid, royal profeſſor of the Uni- Dec. 4. 
verſity of Copenhagen, rector of the King's College, 
and member of ſeveral royal ſocieties of ſciences, 
Wilſon Ayleſbury Roberts, Eſq; of Bewdley, c. Worc. 
Sir Archibald Macdonald, knt. Attorney general, dt! 
Granville Penn, Eſq; of Downing ſtreet, Weſtminſter, Dec. 18. 
Rev. Rich. Valpy, A. M. of Reading, author of 1 50 
tracts relative to the natural hiſtory of Jerſey, 
1789. Right Hon. Lauritz Andrew Thodal, privy counſellor to 
the King of Denmark, one of the lords of his ex- 
chequer, and preſident of the Royal Society of! 
Iſlandic literature at Copenhagen, author of ſeveral 
eſſays publiſhed in their tranſactions. 5 
Hans Finſon, biſhop of Skalholt in Iceland, F. R. S. of 
Thrundhem, author of Jus Eccleſiaſticum Norvi- Jan. 8. 
cenſium,“ and ſeveral tracts on the eccleſiaſtical 1 
hiſtory of Iceland. | F 
Olaus Stephenſon, F. R. S. of Thrundhem, and of the! 
Royal Society of Heralds at Copenhagen, author of 
ſeveral oeconomical and antiquarian tracts in the 
tranſactions of the Royal Society of Iceland. 
Charles Rogers, Eſq; of Newington Green. 

Rev. Henry Eberhard Gottlieb Paulus, M. A. of the 
univerſity of Tubingen, 15 
Stephen Thurſton Adye, Eſq; of Cleveland Row, St. Jan. 22. 

James's. | 
ReginaldPole Carew, Eſq; M. P. for Leſtwithiel, and 5. R. S. 
John Reeves, of the Middle Temple, Eſq; Feb 
Richard Thorold, of Hampſtead, Eſq; jFe ; 5. 


Sir 
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1789. Sir Foſter Cunliffe, of Acton Park, Denbighſhire, bart. 
John Cooke, M. D. of the College of Phyſicians, and Feb. 12. 
phyſician to the London Hoſpital, 
Bartlett Gurney, of Norwich, Eſq; 
Samuel Ayſcough, affiſtant librarian of the Britiſh Mar. 12. 
Muſeum, = 
Michael Angelo Taylor, Eſq; M. P. for Poole, | 


| 
| 

1 
ö 
1 


Thomas Mills, Eſq; of Lincoln's Inn, ſon of the late 
Dean of Exeter, preſident of the Society, 
John Grieve, M. D. of Norfolk Street, late phyſician 
to the Ruſſian armies, 
George Ridge, Eſq; of Brompton, Middleſex, Po 
George Craufurd, Eſq; of Soho Square, F. R. 8. | 97 
Rev. Chriſtopher Lake Moody, of Kingſton upon Thames, May 7. 
Thomas Baſkerfield, Eſq; of Redborn, c. Herts, May 14. 
- Signior Adam Fabroni, adjunct to the royal gallery at 
Florence, member of the Etruſcan Society of Cor- 
tona, the Royal Academy of Belles Lettres, the Society | 
of Oeconomy of Florence, the Academic Congreſs at 
Rome, and the Patriotic Society of Stockholm, author 
of four Treatiſes, della Farfala” & * della Bombyce,” 
on Valuation of Land,” & «ella Gemma Offidiana.” 
Robert Riddel, of Friars Carſe, near Dumfries, Eſq; 
Sir William Green, Major General of his Majeſty's 
forces, and chief of the Royal Corps of Engineers, 
Henry Hugh Hoare, Eſq; | 
Captain Edmund Armſtrong, of Percy Street, June Ir 
Sculo Theodor Thorlacius, rector of the metropolitan 
ſchool at Copenhagen, member of the Roya) Society 
of Sciences at Thrundhem and Copenhagen, 
Nee n N ol. 


oy 26. 


48 
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Col. Robert Morſe, of the Royal Corps of Engineers, p 
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John Turnbull, Eſq; of Devonſhire Square, 


4Juners. 
Wilſon [Ayleſbury Roberts, Eſ ' 145 Tat | 


Henry Wanſey, Gent. of Saliſbury, -/ 


James Dallaway, A. M. of Trinity College, Oxford; .. ; > voi 


Robert Parker, Eſq; of Maidſtone, 
Adam Blackader, Eſq; ſurgeon on the Madras ae, 


lately from India, Nov. 19. 4 . 


Right Hon. Sampſon Lord Eardley, Nov. 26. 


Thomas William Wrighte, A. * late fellow ol Queen's er 


1790. 


Cambridge, Dec. 10. 
John Davies, D. D. Maſter of Eton ſchool, Dec. 24. 
Charles Hoare, Eſq; of Fleet ſtreet, 
William Foſter, D. D. of Eton College, } a 


Thomas Greene, Eſq; of Gray's Inn, } fin; 8. 


Richard Haworth, Eſq; of Chancery Lane, 


Thomas Cooke, Eſq; of Gray's Inn, | Feb. 4 


David Wells, Eſq; of Burbach, c. Leiceſter, 
Mann Hutchinſon, Eſq; of Wisbech, Feb. x1. 


Philip Hills, of Colne' Park, Eſſex, Eſq; March 4. 


Frederick Barnard, wy e Librarian to his Ma- | 


jeſty, N Mar. 18. 
Rev. John Milner, of Wincheſter, ? Abi 
Right Hon. Other Earl of Plymouth, 1 int 
Richard Gray, Eſq; of Somerſet Place, e I 5. 
Robert Gray, Eſq; of Gower ſtreet, Bedford ſquare, "5 
George Smith, Eſq; of Piercefield, c. Monmouth, April 29. 
Henry John Hinchliffe, * —_—_ of Trinity CONF, Cam- 

bridge, June 17. 10 


Right Rev. William Bennet, D. D. biſnhop of Corke and 


Henry Norton Willis, Eſq; of Kenſington, 
Nov. 4+ 


Roſs, | 
3 Rev. 
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Rev. William Buller, D. D. dean of Canterbury, Nov. 18. 


Right Hon. William Burton Conyngham, Eſq; privy counſellor 


1791. 


of Ireland, Dec. 2. 
Samuel Ferris, M. D. of Jotin ſtreet, Bedford row, Dec. 9. 
Joſeph Jekyll, Eſq; of the Inner Temple, F. R. S. M. P. pee 4 
Right Hon. Francis Reynolds Morton Lord Ducie, 1 
Rev. Daniel Lyſons, A. M. of St. Mary hall, Oxford, Dec. 23. 
Charles Pontoppidan, counſellor of ſtate to the king of- 
Denmark, and one ol the directors of the Greenland 
company, | | Jan. 13. 
George Chalmers, Eſa: of the office of Trade and' 
Plantations, J 
Treby Hele Hays, Eſq; of Wimbledon, Surrey, } Ian. 20. 
Right Hon. George Earl of Winchelſea, 1 


Thomas Hammerſley, Eſq; of Pall Mall, Jan. 27. 


His Royal Highneſs William Henry Duke of CLAN EN CE, Feb. 3. 
John Spranger, Eſq; maſter in Chancery, 
Feb, 10. 


Sir James Eyre, Knight, Lord Chief Baron of the 
Exchequer, 


Lewis Majendie, Eſq; of Hedingham Caſtle, 1] 
Fowler Walker, Eſq; of Lincoln's Inn, Feb. 17. 
James Walker, Eſq; marſhal of the King's Bench. ; 


Thomas Ruggles, Eſq; of Clare, in Suffolk, Feb. 24. 

Right Hon. Henry Lord Middleton, March 3. 

Thomas Walker, Eſq; of Lincoln's Inn Fields, accoun- 
tant general of the Court of Chancery, ö 

Henry Barry, Eſq; of James ſtreet, Weſtminſter, lieu- r Mar. 10. 
tenant colonel of the 39th regiment of foot, | 

Robert Willan, M. D. of Ely Place, 

Sir John Borlaſe Warren, Bart. captain in the royal navy, 
and groom of the bedchamber to the D. of ns 17. 


Henry Browne, Eſq; of Wimpole ſtreet, 


55 Lewis 


r 


1791. Lewis Charles Montolieu, Eſq; of Welbeck ſtreet, 
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Right Hon. Henry Addington, Speaker of the Houſe of | | | 
Commons, > Mar. 24. 
Count de Florida Blanca, firſt miniſter of Kate to His 
Catholic Majeſty, | + 
Rev. Francis Henry Egerton, F. R. S. March 31. 
Right Hon. Philip Earl of Hardwicke, | 
Michael George Poniatowſki, ſovereign prince of Lowicz, April 
archbiſhop of Gneſna, primate of Poland, and bro- 7 
ther to the king of Poland ; honorary member, | 
Thomas Meredith, Eſq; of Wrexham, co. Denbigh, May 12. 
Caleb Whitefoord, Eſq; of Craven ſtreet, Strand, 
Thomas Northmore, Eſq; of Upper Seymour ſtreet, | May 19. 
Rev. Charles Turnor, A. B. of Trinity College, Cambridge, 
Thomas Hibbert, Eſq; of Upper Groſvenor ſtreet, 
Rev. William Holcombe, canon reſidentiary of St. May 26. 
David's, 
Sir William Voung, bart. M. P. for St. Mawes, 4 
bee 2. 


: 


Rev. Thomas Orme, M. A. vicar of South Searle, co 

Nottingham, and of Barholme cum Stowe, co. Linc. 

Robert Alderſey, of the Inner Temple, Eſq; June 9. 

John Wilmot, Eſq; of Bedford Row, maſter in Ausser, and 
F. R. S. June 23. 

Samuel Solly, Eſq; of Great Ormond ſtreet, 

Richard Muilman Trench Chiſwell, Eſq; of Portland June 3o. 
Place, and Debden, co. Eſſex, 

James Deacon, Eſq; of James ſtreet, Weſtminſter, July 14. 

Right Hon, Wills Marquis of Downſhire in Ireland, earl of 
Hillſborough, and viſcount Fairford, Nov. 24. 

Samuel Foart Simmons, M. D. of Poland ſtreet, Dec. 8. 

John Gordon, D. D. præcentor of Lincoln, Dec. 1 5. 

Henry Savage, Eſq; of Turnham Green, captain in the navy, 
Feb. 2. | 

Right Hon. Frederick Montague, a privy neee Feb. 16 

[Sir Richard Colt Hoare, of Stourhead, 1 


William 


£792. William Hamilton, Eſq; of Lincoln's Inn, 
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George Samuel Wegg, Eſq; of Lincoln's Inn, 

Rev. Walter King, D. D. preacher at Gray's Inn, 

Philip Stephens, Eſq; ſecretary to the Admiralty. 

Robert Bland, M. D. of St. Alban's ſtreet, 

Robert Dent, Eſq; of Temple Bar, March 22. 

Right Hon. Hugh Earl Forteſcue, 

Right Rev. Richard Biſhop of Glouceſter, 

Right Hon. James Grenville, 4 

William Wilſon, Eſq; of Rickmanſworth, | 

Walter Riddell, Eſq; of Woodly Park, 

Rev. William Roberts, A.M. of Chriſt Church Coll. rer. 19. 
editor of the ſmall edition of the Marmora Oxonienſia, 

Edward Ford, Eſq; of Golden Square, May 3. 

David Pitcairn, M. D. fellow of the College of Phyficians, } 

Richard Aldworth Neville, of Billingbere, co. Berks, Eſq; May 24. 

John Milton, Eſq; of the Tower of London, ) 

Rev. William Beloe, A. B. of Emanuel Hoſpital, Weſtm. 

William Long, Eſq; of Chancery Lane, 

John Chamberlaine, of Brompton, Eſq; keeper of his 

_ Majeſty's drawings, medals, &c. He exhibited three | m— 


ſpecimens of his imitations of Holbein's portraits in | 
the King's collection. 
Peter Vere, M. A. of Corpus Chriſt College, Oxford, June 21. 
Right Hon. Lord Frederick Campbell, member of the privy 
council, M, P. for AT L's, and lord regiſtrar of Scotland, 
Nov. 15. 
Benjamin Weſt, Eſq; preſident of the Royal Academy, ö 
Adam Blackaderꝰ, Eſq; ſurgeon to the preſidency at Madras, Dec. 6 1 
Walden Henry Hanmer, Eſq; of Lincoln's Inn, one off [ 
the Six clerks in Chancery. | 


* He was elected before, Nov. 19, 1789 ; but, not having been admitted, it was 
thought adviſcable to proceed to a new election. 


Sir 


1792. Sir John Scott, knt. of Lincoln's Inn, Solicitor general, 


1793. James Browne, Eſq. of Stoke Newington, Jan. 10. 
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M. P. for Weobly, 

Sir William Scott, knt. of Doctors n. Advocate 
general, 

Charles Abbot, of Lincoln's Inn, Eſq. 

Richard Richards, of Lincoln's Inn, Eſq; 

John Adair Hawkins, of Great Marlborough ſtreet, Eſq; 

Thomas Blore, of Derby, Eſq; 

Rev. Richard Dickſon Shackleford, D. D. F. R. S. vicar 
of St. Sepulchre's, London, 

Thomas Ford Hill, of Upper Charlotte ſtreet, Eſq; 


Rev. Robert Thomſon, LL. D. rector of Luddeſdown,} 


Kent, 


— ad 


Dec. 13. 


Dec. 20. 


Peter Peirſon, of the Inner Temple, Eſq; ; 

Sir William Hillman, of New Cavendih ſtreet, Portland 
Place, 

William Bellingham, of Somerſet Place, Eſq; commiſh- 
oner of the navy, 

Sir Thomas Gery Cullum, of Bury St, n bart. 
F. R. S. 

Mr. Thomas Hearne, of Macclesfield ſtreet, editor of 
the © Antiquities of Great Britain,” 

Theodore Auguſtine Mann; honorary, 

Francis Moyſant, late royal cenſor, M. D. perpetual ſe- 
cretary of the Royal Academy of Belles Lettres at 


Caen, profeſſor of rhetoric and librarian of that 


univerſity. 1 
John Venn, Eſq; of Kenſington Palace Green, Jan. 31. 
Thomas Plumer, of Lincoln's Inn, Eſq; Feb. 7. 
William Ayton, Eſq; of the Old Jewry, Feb. 14. 


fi 
/ f 


Jan. 17. 


rn 


Jan. 24. 


Sir 
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1793. Sir William Charles Farrel Skeffington, of Skeffington- 
hall, co. Leiceſter, an immediate deſcendant of fir 
William Dugdale, 

Abbe C. J. de Bevy, Benedictine of the Congregation of 
St. Maur, hiſtoriographer of France, member of the | 

Imperial and Royal Academies of Sciences and In- 
ſcriptions, and Belles Lettres of Bruſſels, and of Feb. 21. 
Richmond in Virginia, author of © Hiſtoire de la No- 
bleſſe hereditaire & ſucceſſion des Gaulois,” 8c. and 
intending * Dictionaire Alphabetique & Chronono- 


gique,” of which he ſhewed a proſpectus to the 
Society, honorary, 


Samuel Horſley, lord biſhop of St. David's, | 
Thomas Hutchinſon, of Knareſborough, M. D. March 7. | 
Earl of Upper Offory, 

Joſeph Farrington, Eſq; of Upper Charlotte-ſtreet, 1 4. 
bone- place, royal academician, 
Edmund Malone, Eſq; LL. D. March 21. 
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Robert Stearn Tighe, Eſq; of Dover-ſtreet, A 
Right Hon. William Windham, . | n 
Right Hon. Francis lord Rawdon, | 

_ _ Right Hon. Henry lord Mulgrave, | 
Philip D'Auvergne, Eſq; prince of Bouillon, captain in | 


his Majeſty's navy, F. R. S. 5 Apr. 18. 
Philip Hammerfley Leathes, of the Middle Temple, Eſq. | - 


Rev. Charles Coates, A. M. of Olaningtan, near Wey- 
mouth, Dorſet, 


Rev. John Warren, rector of Wroot, co. Las, May 2 
Edward Ford, Eſqz | : 
John Farr Abbot, of Lincoln's Inn Fields, Eſq; 

William Sheldon, of Gray's Inn, Eſq; 
William Abbott, of New Inn, Eſq; 


{May 9. 
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Rev. Richard Southgate, rector of Warſopp, co. Nott. 


John Walker, Eſq; of Upper tree,” | 
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1793. Richard Budd, M. D. fellow of the college of Phyſicians, and 


phyſician to St. Bartholomew's hoſpital, May 16. 
Rev. Henry Whitfield, D. D. F. R. S. rector of St. Mar- 

garet's, Lothbury, | 
& une 6. 
Mark Sykes, of Sledmore, co. York, Eſq; Wo 
Charles Duke of Richmond, K. G. F. R. S. | 
George Lewis Newnham, Eſq; 1 
Richard Richards, Eſq; Dec. 13, 1792. 
Rev. Dr. Thomſon, Dec. 20, 1792 


Mr. William Owen, of Great Ruſſel- ſtreet, Bloomſbury = . 
Thomas Dampier, D. D. dean of Rocheſter, ? 

George Goſling, of Bedford Square, Eſq; | 

John Latham, E1q; of Darttord, Kent, F. R. S. June2o. 
Abbe de la Rue, profeſſor of hiſtory in the Academy of 

Caen, member of the Academy.of Sciences there, 

Mark Sykes, Eſq; Nov. 10. 

William Veel, Eſq; of the Inner Temple, F Nov. 28. 


George Stubbs, Eſq; of Parliament- ſtreet, Weſtminſter, Dec. 19. 


1794. Sir John Mitford, knt. of Lincoln's Inn, ſolicitor general,) 


Rev. William Barrow, LL. PD. maſter of Soho Square Mp 
Academy, | 
George Dance, of Upper Gower-ſtreet, Efq; | J * 
Charles Edward Lewis, of Gray's Inn, Eſq; | 
Rev. Edward Balme, of Finchingfield, Eſſex, A. M. 
Walter Stirling, Eſq; of Greenwich, 1 

John Howard, Eſq; of Argyle ſtreet, 
John William Steers, Eſq; of the Inner Temple, | 
Sir John Trevelyan, bart. of Nettlecombe, Somerſet, I 


Hugh Leyceſter, Eſq. of Lincoln's Inn, 


William Parſons, of Somerſet ſtreet, Portman ſquare, 


doctor of muſic, p | | GI 
1 | Fo = . . Edward 


n * x > X 


tre LS INE Ms 


1794. 


Joſeph Bernard, Marquis de Chabert, late admiral of the 


Rev. William Archbold Armſtrong, of hat {treet 


- 
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Edward Cotton, Eſq; of King's Bench Walks, Temple, "OM . 
James Macpherſon, Eſq; M. P. for Camelford, 3· 
Charles Lord Clifford, of Chudleigh, Feb. 27. 

Sir William Wynne, dean of the Arches, 

Charles Small Pybus, Eſq; of Great George e 
Weſtminſter, M. P. for Dover, 

John Henderſon, Eſq; of the Adelphi Terrace, 

Rev. James Burn, D. D. of New Norfolk ſtreet, 

. 
Rathbone Place, 

Bryan Edwards, Eſq; author of the Hiſtory, Civil and | 
Commercial, of the Britith Colonies in the welt 
Indies, 

George Nayler, Eſq; Blanc courſer herald, and genes 
logiſt of the order of the Bath, and Blue mantle 
purſuivant, 

Richard Coſway, of Stratford Place, R. A. principal |. 
painter to the Prince of Wales, j 

Rev. John Holmes, D. D. rector of St. Mary, White-' | 
chapel, . April 3. 

William Sotheby, Eſq; of Seamore Place, May Fair, ) 


Mar. 27. 


Robert Smirke, Eſq; of Upper Charlotte ſtreet, unkbone Place, 


April 10. | | 
Hon. Fulke Greville, equerry to His Majeſty, „ 
Richard Glover, Eſq; LL. D. M. P. for Penryn, 
Gerard de Viſme, Eſq; of Groſvenor ſquare, = NY 


royal marine of France, commander of the orders 
of St. Louis and St. Lazare, and F. R. S. honorary, | 


George Saunders, Eſq; of Oxford ſtreet, architect, May 8. 
| I - Sir 
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1794. 


Henry Vaughan, M. D. of Queen Greet, Mayfair, phy- 


Lo 


Matthew Snaith, Eſq; of Queen. Anne fireet Eaſt, major 


of the Tower, 95 pp, Zo 
Francis DEFINE * Marquis of Hertford, 


c ypriano Ribeiro Freire, of Bentinck ſtreet, knight of 
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Sir George Benumont, bart. M. P. for emden. | ] 
Willis Webb, of Lincoln's Inn, Eſq; 


Thomas Hallet Hodges, of Devonſhire Place, Eſq; May 18. 
Nathaniel Dance, of Mortimer ſtreet, G ſquare, 


M. P. for Eaſt Grinſtead, ö 


ſician in ordinary to his Majeſty, 


the orders of St. James and Chrift, privy counſelor}. 
to the Queen of Portugal, member of the Royal: 
Academy of Sciences at Liſbon, and F. R. S. 


Ange Denis Macquin, profeſſor of rhetoric in the 9 
lege of Meaux, honorary, 


Richard Neave, of Albemarle ftreet, Efq; F. R. S. 


James Milnes, Eſq; of Thorne's Houle, Yorkſhare, 4 May 29. 
of Piccadilly, | 


Rev. John Carter, M. A. of Trinity College, Cambridge, . Go 


John Campbell, Eſq; of Staepole Court, NEE] 
and of Calder in Scotland, 


George Graves, Eſq of e Berkeley ae nen 1 rd 


_ ſquare, 

Nathaniel Matthew knapp, Dſq; of Little 1 Bucks, June 26. 

William Beckford, Eſq; of Hans Place, July 3. 

John Ord, Eſq; of Lincoln's Tan Faelds, maſter in Chan- 
cery, attorney general of ithe Dutchy of Lancaſter, 
and F. R. S. 

Joſeph Hunt, Eſq; of Spring Gardens, commiſſioner of 

the Victualling Office, 


' George 
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1794. George Rogers, Eſq; of Somerſet Place, commiſſtoner of | 
the Royal Navy, and F. R. S. Dec. tr. 
Rev. John Homfray, A. B. of Merton College, Oxford, 
Rev. Stephen Weſton, F. R. S. of Upper Seymour ftreet, } 
Rev, Henry Fly, M. A. F. R. S. miniſter of Trinity Dec. 18 1 
Church in the Liberty of the Tower, and a prieſt in 451 1 
ordinary of the Chapels Royal, | 
1795. John Symmons, Eſq; of Paddington Houſe, F. R. S. Ya Jan 
Don Gaettano d'Ancora, of Naples, | 
Nathaniel Hulme, of Charterhouſe ſquare, M. D. F. R. S. 
Thomas James Mathias, Eſq; M. A. wad Scotland Yard, Jan. 15. 1 
Whitehall, | | 
John Jones, Eſq; of the Middle Temple, Jan. 22. 
Colonel Patrick Roſs, late chief Engineer of Fort q 
Jan. 29 


. George, 
Richard Denniſon, M. D. of Broad ſtreet buildings, | 
Sir Robert Ainſlie, late ambaſſador to the Ottoman Port, Feb. 5. 
William Hodges, Eſq; of. e ſtreet, Mayfair, royal academi- f 
cian, Feb. 12. | | 1 
Samuel Young, Eſq; of Great Ruſſell ſtreet, ſon of Admira. q 
Young, lately from the Eaſt Indies, Feb. 19. 
Lieutenant Colonel Brydges Henniker, Feb. 26. 
Rev. Stebbing Shaw, M.A. fellow of Queen's Coll. Camb.) 
Mr. John Carter, of Hamilton fireet, Piccadilly, late Mar. * 
draughtſman to the Society of Antiquaries, 
Robert Nicholas, Eſqz commiſſioner of Exciſe, March 12. 
John Wilkinſon, M. D. F. R. S. of Woodford, Eſſex, E r. 19. 
Robert Sherſon, Eſq; of New Bridge ſtreet, Blackfriars, 
Rev. Charles Moſs, M. A. of Groſvenor Place, preben- 
dary of Ely, 
Rev. Thomas Sampſon, M. A. of Clapham, Surrey, 
CO Earl TOs | 


Apr. 30. q 


John 
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Aylmer Bourne Lambert, of Groſvenor ſtreet, Eſq; F. R. S. 


Rev. John Keyſall, of Charles ſtreet, Berkeley ſquare, 
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1795. John Soane, Eſq; of Lincoln's 'Inn Fields, architect, and member 


of the Academies of Parma and Florence, May 21. 
Rev. Robert Nares, M. A. of the Britiſh Muſeum, 
Rev. Aulay Macaulay, M. A. of Clay brock, co. Leiceſter, | 
Joſeph Budworth, of Sloane ſtreet, Eſq. Inne 4. 
Samuel Egerton Brydges, Eſq; of Denton Court, Kent, | 
George Heath, D. D. maſter of Eton School, June 11. 
Charles Yorke, of Gower ſtreet; M. P. Jade 
Edward Finch Hatton, Eſq; 4 ; 


William Petrie, Eſq; of Hertford ſtreet, Mayfair, 


works on Gothic Architecture, 
Owen Portkind Meyrick, of Albemarle ſtreet, Piccadilly, jj 

F. R. S. Nov. 12. 
John Lane, of Lincoln's W R | a | 
Henry Crathorne, Eſqz of Crathorne, co. York, and . 

Upper Brook ſtreet, London, F. R. S. 9 5 | 
Lieutenant General Thomas Oſbert Mordaunt, . | Nov. 19. 


one of his Majeſty's chaplains in ordinary, 
Sir Richard Carr Glyn, knight, alderman of London, Nov. 26. 
William Goſling, Eſq; of Somerſet place, ſecretary to the com- 
miſſioners of the Victualling Office, Dec. 10. a 
John Towaley, of Devonſhire place, Eſq; 15x 
Edward Aſtle, Eſq; of his Majeſty's Exchequer, 
John Thomas Batt, Eſq. of the Adelphi Terrace, 


Dec. T 7- 


Lieutenant-colonel Dowdeſwell, of ' Stratton; ſtreet, Piccadilly, of 5 


the firſt regiment of guards, M. P. Dec. 24. 


1796. Robert Dallas, Eſq; of Ruſſel ſtreet, Bloomſbury, one 


of his Majefty's counſel, ee eee 
John Beard, Eſq; of Charter- houſe ſquare, moe N ag IETOSET 


Henry Emlyn, of Windſor, architect, author of _ une a5. 


William 
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1796. William Walton, Eſq; of Lagtle James ſtreet, a 
row, barriſter at law, _. Jan. 14. 
- George Vanderzee, Eſq; of the Middle Temple, hs 


Sir Frederick Eden, Bart. of Lincoln's Inn Fields, barriſter at law, 
Feb. 4. 
Rev. Thomas Watkins, A.M. F.R.S. 
Joſeph Correa de Serra, LL, D. ſecretary to the Royal Feb. 11. 
Academy of Sciences at Liſbon, of Pentonville, | 


John King, Eſq. M. A. of the univerſity of Oxford, one of his 


Majeſty's under ſecretaries of ſtate, Feb. 19. 

John Dent, of Temple Bar, Eſq; M. P. for Lancaſter, 1 

Charles Monro, Eſq; of Great James ſtreet, Bedford rare, UNE 

Mr. Charles Clarke, of his Majeſty's office of Ordnance at Graveſ- 
end, April 7. 

Rev. Edmund Ferrers, rector of Cheriton, Hants, one 
of his Majeſty's chaplains, 

Thomas Thompſon, Eſq; of Hull, in Yorkſhire, 

Charles Lord Yarborough, 

William Dinwoody, of Abergavenny, co. Monmouth, Eſq; May 5. 

Charles Shaw Lefevre, of Bedford ſquare, Eſq; M. A. late fellow 
of Trinity College, Cambridge, May 1 2. 

George Sumner, of Great George ſtreet, Weſtminſter, M. p. May 26. 

Joſeph Mainwaring, of Iſlington, Eſq; 

Samuel pegge, Eſq; one of the grooms of the cham- 
ber to his Majeſty, 


Apr. 14. 


June 2. 


Stafford Squire Baxter, of Gray's Inn, Eſq. 


Matthew Skinner, A. M. ſtudent of Chriſt Church, Ox- 
ford, chaplain to Lord Orford, of Richmond, Surrey, 
Joſeph Sabine, Eſq; of Lincoln's Inn, 


William Larkins, Eſq; F. R. S. 
Thomas Pares, Eſq; of Leiceſter and Gray's Inn, June 16. 


Samuel 


June 9. 
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1796. Samuel Jackſon, Eſq; of St. George in the Eaſt, 


Hon. Col. John Leſlie, of the firſt regiment of guards, 
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"ALPHABETICAL LIST. 


A, 

1792 Charles Abbot _ 

1793 John Farr Abbot 

1793 William Abbot 

1721 Sir Robert Abdy, bart. 

1761 Robert Adam 

1791 Heny Addington 

1784 Jacob George Chriſtian 
Adler 

1774 Joleph Willet Adye 

1789 Stephen Thurſton Adye 

1787 George Ainſlie _ 

1795 Sir Robert Ainſlie 

I724 Robert Ainſworth 

1761 Card. Alexander Albani 

1777 Edw. Earl of Aldborough 

1791 Robert Alderſey 

1717-18 Edward Alexander 

1727 Franciſco Algarotti 

1774 George Allan 

1784 John Allen 

176 tt Prince Emilio Altieri 

1737 Joſeph Ames 

1758 D. Vito D'Amico 

1794 Don Gaetano D' Ancona 

1737 James Anderſon 

1788 John Anderſon 

1763 James Petit Andrews 


1784 Thomas Anguiſh 
I759 Francis Anneſley 
1735 John Anſtis 


1775 Jean Baptiſte Bourging- 


non D'Anville 
I784 Charles Lord Percival, 

now Lord Arden 
1784 Richard Pepper Arden 


1776 Richard Abp. of Armagh 
1789 Edmund Armſtrong 
1794 William Archbold Arm- 


ſtrong 
1785 George Lord Viſcount 
St. Aſaph 
1787 John Aſh, M. D. 
1774 George Aſhby 
1767 Anthony Aſkew 
1737 Abp. Aſſemani 
1794 Edward Aſtle 


1763 Thomas Aſtle 


1784 Sir Edward Aſtley 
1784 Alexander Aubert 
1779 Robert Auſten 
1736 John Auſtin, jun. 
1784 Heneage Earl of Aylesford 
1732 Sir Joſeph Ayloffe 
1789 Samuel Ayſcough 
1793 William Ayton _ 
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B. 
1752 John Bacon 
1774 John Bacon 
1721 Sclater Bacon 
1772 George Baker 
1741 Henry Baker 
1761 M. Baldani 
1761 Roger Baldwin 
1794 Edward Balme 
1767 Frederick Lord Baltimore 
1724 Joſeph Bamber | 
1737 Dr. Bankes 
1752 Henry Banks 
£719 Joſeph Banks, jun. 
1766 Joſeph Banks 
1767 Joſeph Baretti 
1783 George Hollington Barker 
1789 Frederick Barnard 
17 54 James Barnard 
1763 John Barnard 
1766 Thomas Allen Barnard 
1765 Matthias Barnewell 
1737 Thomas Barret 
1743 Hon. Thomas Leonard 

Barret | 

1775 William Barret 
1767 Daines Barrington 
1794 William Barrow 
1791 Henry Barry 
1755 Abbe Barthelemy 
1762 Benjamin Bartlet 
1767 Francis Bartolozzi 


War” of 
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1752 Philip Barton 


1789 Thomas Baſkerfield 


1794 John Thomas Batt 
1796 Stafford Squire Baxter 
1755 Otto Ant. Bayardi 
1774 Francis Perez Bayer 
1767 William: Bayntun 


1785 Edward e 


1796 John Beard. _ 
1770 Topham Beauclerk 
1794 Sir George Beaumont, bt. 


1773 Richard Henry Beaumont 


1784 Oſmond Beauvoir 
1717 William Becket 
1794 William Beck ford 


1758 Stephen Beckingham 


1777 Joſiah Beck with 


1777 Thomas Beckwith 


1735 Jonathan Belchier 
1725 Beaupre Bel 


1755 Humphry Bellamy 


1793 William Bellingham 

1792 William Beloe 

1790 William Benet, D. D. 

1765 Richard Henry Alexander 
5 Bennet 

1566 James Bentham 

1754 Jeremiah Bentham 

1762 Car. Reinaldus Berch 


1750 Samuel Berkley 


1761 John Stephen Bernard, . 
| M. D. 


1794 
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£794 Joſeph Bernard, Marquis 
de Chabert 
I770 Sir Hanſon Berney 
1719 Peregrine Bertie 
1756 Charles Julius Bertram 
1793 C. J. de Bevy 
1765 James Bindley 
1775 James Jonas Biornſtahl 
1735 Thomas Birch 
1783 Eliſha Biſcoe 
1789 Adam Blackader 
£768 Levett Blackborne 
1785 William Blackburne 
1787 William Blackburne, 
M. D. 
1775 Sir Edward Blacket 
1761 Will. Blackſtone, LL. D. 
1784 Charles Blagden | 
1761 John Blair 
1775 John Blake 
1792 Robert Bland 
I 766 Wilkinſon Blanſhard, 
| M. D. 
1767 M. de St. Blaſe 
1741 Joſhua Bleè 
1779 William Blizard 
1748 Francis Blomefield 
1792 Thomas Blore 
1767 Richard Blyke 
1726 William Bogdani 
1726 Mr. Booth 

1746 John Booth 


K2 
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1741 Robert Bootle 
1787 Stephen Borgia 
1727 Boroughs 
1778 Frederick Lord Boſton 
1784 William Boteler 
1773 Edmund Bott 
1760 Giovani Bottari 
1765 Jean Bourget 
1784 Thomas Bowdler 
1767 John Bowle 
1735 Walter Bo wmam 
1736 William Bowyer 
1788 George Roſs Boyle, Earl 
of Glaſgow 
1724 Richard Boyle, Earl of 
Burlington 
1771 Sir Griffith Boynton 
1773 William Boys 
1757 Aug. Bracci 
1780 Daniel Braithwaite 
1752 William Brakenridge 
1777 John Brand 
1757 Thomas Brand 
1748 Guſtavus Brander 
1771 William Bray 


1758 Edward Brent 


1766 Monſieur de Brequigny 
1763 Owen Saluſbury Brereton 
1768 Edward Bridgen 


1719 Rev. Mr. Bridges 


1720 Owen Brigſtock 
1752 William Briſtow 
1784 


„% ALPHABETICAL LIST OF 


1784 Theodore Henry Broad» - G. | , 
| head 1763 Giov. Andrea Pateno Ca- 
1772 William Brocket della | 
1727 . Bromfall 1776 Francis Marquis, of Caer- 
1775 John Charles Brooke marthen 
1793 James Brown 1774 Edmund Calamy 
1791 Henry Browne 614 BY 85 John Call 
1752 Lyde Browne 1774 Auguſtus Calvert 
1785 William Browne 1j178tt Peter Calvert 


1776 BrownlowLord Brownlow 1784 Thomas Lord Camelford 

1784 Henry Maurice Comte de 1792 Frederick Campbell 
Bruhl 5 1794 John Campbell 

1721 Thomas Bryan 1776 John Lord Cardiffe 

1795 Samuel Egerton Brydges 1766 David Lord Cardroſs 

1784 John Earl of Buckingham 1785 Reginald Pole Carew 

1793 Richard Budd, M. D. 1752 Angel Carmey | 


1795 Joſeph Budworth 1776 John Carnac 
1790 William Buller, P. D. 1777 Francis Garter 
1794 James Burn, D. D. 1738 John Carter 
1754 William Burrell | 1794 John Carter 
1744 James Burrough 1795 John Carter _ 
1757 James Burrow 1784 Thomas Carthew 
1764 William Burrow 1765 Gabr, Lancilotto Caſtello © 
1767 William Matthew Burt 1781 Charles Cave ; 
1759 John Burton, M. D. 1779 Sir Thomas Cave 
1788 Robert Burton 1773 Henry Cavendiſh 
1741 William Buſby - 1771 Ralph Cauldwell 
1775 Charles Butler 1736 John Cay 
1771 Thomas Butler 1786 John Cayley 
1785 James Byers | - 1786 Henry Cecil. 


1760 W "AY 1758 Cay, Paulus Celeſia _ 
| $7085 
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1735 Profeſſor Celſius 

1787 James Mansfield Chad. 

wick 

279 x George Chalmers 

1792 John Chamberlain 

1776 William Chamberlain 

1773 Edward Chamberlayne 

1776 Sir William Chambers 

1736 Zachary Chambers 

1767 Charles Chandler 

1735 John Chandler 

1756 Samuel Chandler, D. D. 

1776 Thomas Chapman 

1755 James Lord W 

Charlemont 

1784 John Earl of Chatham 

1748 Charles Chauncy 

1750 Henry Cheere: 

L776 Philip Earl of Cheſter- 
field X 

1778 Sir John Chetwode 

I717 John Chicheley 

1778 Robert Child 

1725 Edmund Chiſhull 


1791 Richard Muilman Trench 


| Chiſ well 
1772 Thomas Chowne 
1767 John Baptiſt Cipriani 
1753 John Earl of Clanricard: 


1791 William Henry Duke of. 


Clarence os 
1725 Baron John Clark 


1727 Thomas Clark 
1769 Thomas Clark 
1755 Benjamin Clarke 
1751 Charles Clarke 


1796 Charles Clarke 


I785 Richard Clarke 

I772 John Claxton 

1782 John Clements 
1794 Charles Lord Clifford 


1752 Robert Biſhop of Clogher 


1793 Charles Coates 

I749 Thomas Cockayne 
1766 Sir James Cockburne 
1786 Richard Coffin 

1733 John Cole 

1747 William Cole 

1766 Sir George Colebrook 
1753 George Colebrooke 
1748 Joſiah Colebrooke 
1778 William Coleman, D. D. 
1784 John Collinſon 
173 Peter Collinſon 


1725 Henry Lord Colrane 


1771 Charles Combe 
1765 Samuel Commeline 
1736 Charles Compton 
1768 James Comyn 
1769 James Connel 
1775 William Conſtable 
1794 Francis Seymour Conway, 
Marquis of Hertford 
1787 Seymour Conway 


1788 


1794 Richard Coſway 


66 
1788 Francis Pierpoint Burton, 
Viſcount Conyngham 


| [FO William Burton 9 


ham 

1789 John Cooke, M. D. 
1790 Thomas Cooke 
1720 Allen Cooper | 
1785 Anthony Aſhley Cooper, 
. Earl of Shaftſbury 
'1785 Edmund Cooper, D. D. 
1755 Francis Cooper 
1776 Sir Grey Cooper | 
I768 Sir John Mordaunt Cope 
1775 Fyſh Coppinger, 
1781 Francis Corbin 


8 723 Sir Robert Cornwall 1751 


1725 Hugh Corry 


1725 Sir Clement Cotterel 
1794 Edward Cotton 
1778 Robert Saluſbury cotton 
1783 William Cotton 

1767 Dennis de la Coudraye | 


1785 Thomas Cowper . 


1744 William Cowper 

1788 William Coxe | 
1787 Clayton Mordaunt + 
Cracherode 
1768 Joſeph Cradock 

1795 Henry Crathorne 

1789 George Craufurd 

1723-4 John Creyk 


4 47 


ALPHABETICAL: 


Lis Tor 
1776 Thomas Croft 


1774 Sir John Cullum 


1793 Sir Thomas Cullum 
1769 William Cuming, M. 1270 | 
James Cummins 

1720 Tohn Cumyns 

1789 Sir Foſter Cunliffe 
1761 Timothy Cunningham 
1722 Savile Cuſt 


1768 John Cuthbert 


x D. 8 
1752 Emanuel Mendez Da Coſta 
1783 William Dade | 
1796 Robert Dallas 
1789 James Dallaway 
1770 Alexander Dalrymple 


1767 Richard Dalton 


1793 Thomas Dampier, D. D. 
1794 George Dance 

1794 Nathaniel Dance 

I782 Franciſco Daniele 


1770 James Dargent, M. D. 
1766 John Darker - 
1746 Peter Daval 


1727 Mr. Davers 


1789 John Davies, D. 3 


1784 Abraham D'Aubant 
1776 Henry Dawkins 
I719 William Dawſon 


1791 James Deacon 
172 3 Simon Degg, M. D. 


1784 


"OLE. 
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1784 Charles De Laet 
1719 Lewis Delahaye 
1788 Oliver Delancey 
1785 Ant. Franciſco Delandine 
1767 Paul Demidoff 
1783 Samuel Denne 
1794 Richard Denniſon, M. D. 
1796 John Dent 
1791 Robert Dent 
1769 Lord Le Deſpencer 
1762 William Duke of Devon- 
ſhire | 
1747 Marſh Dickenſon 
1777 David Browne Dignum 
I784 Brampton Gurdon Dil- 
lingham 
Robert Dingley 
1796 William Din woody 
1778 John Diſney, D. D. 
1759 George Dixon, D. D. 
I717 Robert Dobyns 
1769 William Dodd, D. D. 
1780 John Engliſh Dolben 


1773 Ab. Franciſco Maria Dolce | 


1778 Peter Dore 
1767 Robert Dormer 
1779 Francis Douce 
1778 John Douglas, D. D. 
1781 Sylveſter Douglas 
1780 James Douglaſs 
I796 Lient. Col. Dowdeſwell 
1791 William Marquis of 
| Downſhire _ 


1 735 Francis Drake 


1755 Francis Drake 
1784 Thomas Drake 
1770 William Drake 


1733 Mr. Draper 
1784 Edward Drax 
1736 Henry Dry 
175% Matthew Duane 


1737 Charles Duboſc 

1737 Andrew Coltee Ducarel 
I-90 Lord Ducie 

1763 Duclos 

1784 Sir Thomas Dundas 
1784 Elias Durnford 

1780 Col. John Duroure 
1784 Philip Duval, D. D. 


E. 
1743 Auguſtine Earl 
1748 Eraſmus Earle 
1779 William Benſon Earle 
1760 Sir Harry Echlin 
1721 John Ecton 
1796 Sir Frederic Eden 
1775 George Lord Edgecufnbe 
1770 Joleph Edmondſon 
1794 Bryan Edwards 


1725 Capt. Edwards 
1752 George Edwards 


1751 Godolphin Edwards 
1745 Thomas Edwards 
1774 Thomas Edwards 


1 
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1791 Francis Henry Egerton 
1765 John Egerton, D. D. 
1780 John Elliot 
1784 George Ellis 
1777 John Ellis 
1795 Henry Emlyn 
1752 Henry Emmett 


1779 Henry Charles Englefield 


1787 Jobn Enckſon 
1787 James Eſdaile 


Brownlow Earl of Eſſex 


1772 James Eſſex 

1756 Salvatore Ettore 
1725 Sir John Evelyn 
1791 Sir James Eyre 
1767 Richard Eyre, D. D. 
1752 Willam Eyre 


1789 Adam Fabroni 
1763 Richard Farmer 
1793 Joſeph Farrington 
1762 Bryan Fauſſet 

1726 Fellows 

1763 Samuel Felton 
1771 John Fenn 

1727 Dr. Ferrari | 
1777 George Lord De Ferrars 
1796 Edmund Ferrers 
1788 Robert Earl Ferrers 
1790 Samuel Ferris 

1779 Wilham Feuilleteau 
1787 James Earl of Fife 


—— 


1737 Peter Filenius 844 
1789 Hans Finſon 


1777 Alleyne Fitzherbert | 
1748 Richard Lord Fitzwilliam 

1770 Roger Flexman, D. DO. 
1791 Count de Florida Blanca 


I170J Franciſco Henrique: 
| Flores 

1726 Captain Floyer - 

1752 Thomas Fludyer 


1794 Henry Fly 
1775 Thomas Talbot Foley 


1720 Humphrey Folkes 


1720 Martyn Folkes 


1736 Dr. Forbes 
I737 Sir Arthur Forbes 


1792 Edward Ford 


1793 Edward Ford- 


1776 Pulter Forreſter 


1752 James Forſter - 
1758 Mark Foſcarini 


1786 William Forſyth : 


1792 Hugh Earl Forteſcue 
1766 John Reinhold Foſter 


1790 William Foſter, D. D. 15 


1772 King Samuel Fraine 
1756 Richard Frank 

1773 Benjamin Franklin 
1732 Charles Frederick 
1726 Rev. Mr. Freeman 


1735 Rev. Mr. Freeman 


1794 CGypriano Ribeiro Freire 


1775 John Frere 


„6. 

1717 Roger Gale 

1717 Samuel Gale 

1777 William Gale 

1782 Maxwell Garthſhore 
1788 Thomas Gaſcoigne 

1719 Alexander Geekie 

1785 Monſieur Genet 

1760 John Alexander Genevois 

1788 Edward Gibbon 

I784 Francis Gibſon 

1784 William Gibſon 

1743 Andrew Giffard 

1787 John Gillies 

1766 Lewis Giraldi 

1729 Mr. Glen 

1792 Richard bp. of Glouceſter 

1784 Samuel bp. of Glouceſter 

I794 Richard Glover 

1795 Richard Carr Glyn 

1770 William Mann Godſchall 

1783 John Gooch | 

1725 Alexander Gordon 

1793 George Goſling 

1718 Robert Goſling 

1795 William Goſling 

1767 Richard Gough 

1717 Brampton Gourdon 

1785 Francis Philip Gourdon 

- 1768 Foote Gower, M. D. 

1784 Granville Leveſon, Earl 
£16. Gower": : 


L 
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1770 Matthew Grave 
I790 Richard Gray 
1790 Robert Gray 
I 794 George Graves 
1785 George Gregory 
1775 Valentine Green 
1789 Sir William Green 
1789 Thomas Greene 
1792 James Grenville 
1784 W. Wyndham Grenville 
1776 Charles Greville 
1794 Fulke Greville 
1767 George Lord Greville 
1789 John Grieve 
I 770 Philip Griffin 
1785 James Bucknall, Viſcount 
Grimſton 
1777 Daniel Groſe 


1757 Francis Groſe 
1737 Rev. Dr. Guerdis 


I 784 Sir John Guiſe 
1782 Joſeph Gulſton 
I769 John Gunning 
I789 Bartlett Gurney 


= I767 Richard Guy 


H. 
1768 Edward Haiſtwell © \ 
I776 Robert Halifax | 
1720 Joſeph Hall 
1787 William Seward Hall 


1720 
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1795 Edward Finch Hatton 
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1720 Dr. Halley. 

1758 Frederic Halley 
1773 Anthony Hamilton. 
1792 William Hamilton 
1779. Hugh Hammerſley 
1791 Thomas Hammerſley- 
1734 Thomas Hammond 
1739 William Hanbury 


1774 Sir Walden Hanmer 
1792 Walden Henry Hanmer: 
1753 Philip Harcourt 

I7 69. George Hardinge 

I730 Richard Hardinge 


1780 Thomas Hardwick. 


1791 Philip Earl of Hardwicke 
1718 John Hardy 


1717 Henry Hare 


1717 John Hare 

1788 Richard Harford 

1724 Lord Harold 

1728 John Harper ; 
1787 Charles E. of Harrington 


1732 Edward Harriſon 


1770 Matthew Harriſon 


1741 Dr. Hartley 
1783 Buſic Harwood 


1718 John Harwood 
1763 Edward Haſted 


1725 Col. Haughton | 
1787 Chriſtopher Hawkins 


1781 George Hawkins 


1792 John Adair Hawkins. 


1787 John Sidney Hawkins: 


1789 Richard Haworth 

1720 George Hayes 

17 24 Signor Nicolo Haym 
1791 Treby Hele Hays - 


1756 Thomas Hayward 
1784 Talbot Blaney Handaſyd 


1793 Thomas Hearne. 
1775 Benjamin Heath 
1795 George Heath 


1770 William Heberden, M. De. 
1794 John Henderſon: 


1778 Samuel Henley 

1795 Brydges Hennicker 

1785 John Henniker 

1787 Charles Herbert 

1786 Sir Richard Heron 

1720 [Charles] Earl of Hertford 

1794 [Francis Seymour Con- 
way] Earl of Hertford - 

1784 John Hewet 

1781 Chriſtian Gottlieb Heyne 

1791 Thomas Hibbert _ 

1724 Robert Hickes 

1792 Thomas Ford Hill: 

1759 Henry Hull! 

1748 John Hill 


1 Nathaniel Hillier 15 ' 
1793 Sir William Hillman 
1789 Philip Hills . 


1769 John Hinchdliffe D. D 
1790 
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1790 Henry John. Hinchcliffe 1795 Nathaniel Hulme, M. D. 


1784 Francis Hiorne _. 17-75 Edward Hulſe 

I775 Thomas Hirſt 1794 Joſiah Hunt 

1790 Charles Hoare 1757 Thomas Hunt, D. D. | 
1725 Henry Hoare 1784 William Hunt | 
1788 Henry Hugh Hoare 1725 Dr. Hunter 'Y 
-1775 Richard Hoare . 1767 Wm. Hunter, M. D. 4 

1792 Richard Colt Hoare 1769 Francis Earl of Hunting- 

1748 William Hocker don 

1795 John Hodges 11776 John Huſſey 


1794 Thomas Hallet Hodges 1789 Mann Hutchinſon 
1774 Robert Banks Hodgkinſon 1793 Thomas Hutchinſon 


1756 Rev. John Hodgſon 1781 William Hutchinſon 
1752 Edward Hody 1788 Chriſtian Hwid | 
1791 William Holcombe | 6 
1778 Peter Hol ford J. 
1784 Thos. Hollingberry, D. D. | 
1725 John Hollings, M. D. 1787 John Jackſon 
1757 Thomas Hollis 1781 Richard Jackſon 
1717 George Holmes 1738 Theodore Jacobſon 
1721 George Holmes, jun, 1766 William James 
1794 John Holmes 1770 John Ibbetſon 
1770 William Holwell 1768 Richard Jebb, M. D. 
1794 John Homfray 1724 Mr. Jeff 
1784 Thomas Hopkins 1769 William Jeffs 
1793 Samuel Horſley, D. D. 1790 Joſeph Jekyll 
1785 William Houlſton 1757 Thomas Jenkins 
1708 Charles Howard : 1762 John Ihre 
1794 John Howard, 1788 Sir John Ingleby 
1784 Richard Howard 1784 Richard Paul Jodrell 
1720 Charles Howſon 1720 Henry Johnſon 
1757 Ignatio Mug fond 1717 Maurice Johnſon 


WN | 1 | 1748 
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1748 Walter Johnſon 


1795 John Jones 


1720 Philip Jones- 


1757 Thomas Jones 


1784 Thomas Jordan 


1748 Charles Joy © 
1733 James Joy 


1718 James Joye 
1753 Edmund Ironſide 
1771 John Ives 


| 4 
1774 John Hatfield Kaye 


1765 Richard Kaye 


1766 George Keate 
1718 Robert Keck 


1769 Matthew Lewis Keichell 


1769 Thomas: Keighly 


1784 Sir Lloyd Kenyon 


1741 John Kettel 
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